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WHAT A STRADIVARIUS 
SYMBOLIZES IN VIOLINS. 


SYMBOLIZES IN LOCAL ANESTHESIA...WITH ITS NEW, 
UNIQUE AND UNSURPASSED STANDARDS OF PERFORMANCE, 
















CARBOCAUNE 11 2° 


Brand of mepivacaine HCI 
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A 
From the performance of Carbocaine in scores of blind clinical inves \ 
gations and in millions of applications in actual practice emerges this . 
pattern... 


® Carbocaine is remarkably well tolerated, both locally and systemically, 


® Carbocaine frees patients sensitized to procaine from allergic respo 
to procaine-related local anesthetics. 


® Carbocaine’s effectiveness is consistently excellent. 


® Carbocaine’s onset is very, very rapid, frequently reported a 
“immediate”. 


We urge you to try Carbocaine now and see for yourself. Your dental : 
dealer stocks it in 1.8 cc. min. cartridges, 50 cartridges per can. 0 
write for clinical samples and detailed literature to the pioneer in dental 
local anesthesia... 
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CARBOCAINE and NEO-COBEFRIN are the trademarks 


(Reg. U.S. Pat. Off.) of Sterling Drug Inc. 1450 Broadway « New York 18, N, % 
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Smoother, non-narcotic analgesia... 


AFTER PAINFUL 
MANIPULATIONS or 
INSTRUMENTATION = 


— — = on . 





Whenever gingival area 
treatment, scaling and cleaning 
have been painful, why not 
administer two Anacin® Tablets 
to your patients? Dependable, 
non-narcotic Anacin eases pain 
promptly, safely and efficiently. 
And the prolonged analgesic 
effect assures comfort for your 
patient long after arrival at 
home. Well tolerated, Anacin 
does not cause gastric upset. 
Preferred by more dentists than 
any other analgesic. 





ANACIN 
If you aren’t receiving F : 


your Anacin dispenser with 
samples — please write. 
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"WHITEMALL LABORATORIES INC, NEW YORK, NL ¥. 


¥ 
WHITEHALL LABORATORIES: NEW YORK\-N. Y. 


PiilLA, 40, PA. 
ACL 
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PUBLISHER’S CORNER 
TEMPUS FUGIT 


TIME does march on in any scientific and technical profession; 
dentistry being no exception. The records show that there have 
been more technologic and scientific advances made within the 
past decade than in the preceding four decades. Here again den- 


tistry is no exception. We are confident most of our readers will 
concur. 

This month Orat Hyciene is celebrating its 50th anniversary 
in dental publishing. The current issue is the first as we go into 
our second half-century. Months ago we decided to be temperate 
in our celebration, without resorting to hellsapoppin hoopla about 
the accomplishments of the past. Like any other business ven- 
ture, we have had peaks and valleys. And, without implying any 
spirit except optimism, we are certain there will be the same type 
of peaks and valleys in the years immediately ahead. 

Because the past is prologue, we chose instead to project the 
future of dentistry. Our editorial director, Doctor Edward J. 
Ryan, does just that in the feature article in this issue (pages 33- 
43), entitled “Dentistry’s Next Fifty Years.” If some of Doctor 
Ryan’s projections seem rather fanciful, reflect for a moment on 
these achievements of the past few years: ultra high speed equip- 


(Continued on page 6) 
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WEBER 


6-RRAYDEX 


/0 KVP 


Radiography 
with 




















features 






* — Safety 


\ ay ~ Radiographic Spectra 


<Automatic Reset Electronic Timer with Highly Visible “ ea 
“— 1/30 - 1/25 - 1/20 - 1/15 - “ee et 1/8 -1 . 

1/4-1/3-1/2-3/4-1-1-1/2- 4. 5.6-1.8-0.10 
seconds, with 1/4 second siaiisons from 1 to 10 seconds. 


\<>5¥e<Koiled Kord on Timer stretches to 15 feet to permit 
you to use the most protected position. 


>\<< Filtration — To comply with requirements of the federal 
~ government and the various state agencies the Weber 
oil immersed x-ray head has a total filtration (inherent 
plus added) equal to 2.0 mm. of aluminum permanently 
installed. With the addition of the cone pointer the x-ray 
head has a total minimum filtration of 2.5 mm. of aluminum. 
Also installed in the x-ray head is a lead collimating washer 
that limits the beam to 3 inches at an 8” focal point. 
y _, The x-ray head filtration conforms to the requirements 
<== —" of the ADA, National Bureau of Standards Handbook 60, 
various state agencies and all presently known agencies. 


* =~ s¥e= Less Radiation — Using the. Weber 6-R with its fully effective 70 KVP filtered 
output and the new films, you can materially reduce your exposure time and 
still maintain Radiographic Spectra the ‘‘long gray scale’’ for accurate diagnosis, 


* scol<< Shockproof — OIL IMMERSED Tube and Transformer — Insulating oil is a superior, 
time-proven electrical insulator and tube coolant in dental x-ray heads. 
Oil is also a most efficient mechanical shock absorber and is a substantial 
benefit in protecting the tube and transformer from 
mechanical shock damage in transportation and in actual use. 


*s>sle= Dual Pilot Lights — Visible Radiation Safety from any place in your operatory — 
Right-hand light over kilovoltmeter indicates when machine is turned ‘‘on’’. 
Left-hand light over milliammeter is a positive visual indication 

of x-ray emission when timer button is pressed. 


sslherstray” radiation — the Tube, including the anode, is hooded in a special radiation 
shield. The complete tube head exceeds Bureau of Standards specifications. 
Approved by Underwriters’ Laboratories, Inc. and Canadian Standards Association, 
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DENTAL} Manufacturing Compan 





Canton 5, Ohio 








) WEBER 12-R 


see why 
T& dentists prefer 
capes Weber X-Rays 
‘MOIMTION SAFETY WP * look for the 
RADIOGRAPHIC SPECTRA << RS foatirac: 


Weber 12-R design offers you a wide, wide range: 


e in new automatic reset, ultronic timing — 1/30 to 10 seconds 

e In kilovoltage — 40 to 90 KVP 

@ In film target distance — 8° - 12” - 16”.- 20° - up to 60” 

e in milliamperage to 15 Ma at 40 to 90 KVP 

e In filtration — 1.5 to 3.0 mm. of aluminum 

e In manueverability — new offset yoke — another WEBER FIRST 
gives 100% more head range 

@ in film characteristics — you may use any dental film type or speed 


FILTRATION 

Complies with requirements of the federal government and 

the various state agencies. The Weber oil immersed x-ray head 
has a total filtration (inherent plus added) equal to 2.5 mm. 

of aluminum permanently installed. With the addition of the cone 
pointer the x-ray head has a total minimum filtration of 3.0 mm. 
of aluminum. Also installed in the x-ray head is a lead collimating 
washer that limits the beam to 3 inches at an 8” focal point. 
The x-ray head filtration conforms to the requirements 

of the ADA, National Bureau of Standards Handbook 60, 

various state agencies and all presently known agencies. 


LESS RADIATION 
Using the Weber Model 12-R Raydex with its fully effective 
90 KV filtered output and the new films, you can cut 


your exposure time as much as 80% and still maintain Radiographic 
Spectra the ‘‘long gray scale’’ for accurate diagnosis. 


The WEBER Faro Manufacturing Company | 


Canton 5,-Ohio 
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ment; new materials and techniques of prosthesis; diamond and 
carbide cutting instruments; functional chairs and units; imme- 
diate-injection anesthetics; the control of pain by sound; inhibi- 
tion of caries by fluorides; the many antibiotics, tranquilizers, vita- 
mins, and other drugs in common dental use. Certainly these would 
have seemed fanciful—even fantastic—in 1911 when Ora HyciEene 
was founded. 

Remarkable as these accomplishments have been, they are al- 
ready part of the past. Those of us who are vitally concerned with 
the future of dentistry are now focusing our attention on the de- 
velopments in dental science and technology which will enable 
the dentist to assume the increasing responsibility which the com- 
ing years demand. 

We believe you will find Doctor Ryan’s editorial interesting and 
stimulating. Should you wish to add your own comments or ob- 


servations, please do not hesitate to write us. 
% & % % % 





In keeping with progress, this issue of ORAL HyGIENE was printed 
by rotary letterpress, with speeds in excess of 5,000 sheets per 
hour. This marks a new advance in our method of printing. We will 
tell you more about this in the February issue.—R.C.K. 





Copyright 1961 by Oral Hygiene, Inc. All rights reserved under Universal and 

Pan American Copyright Conventions. Published monthly at Pittsburgh, Pa. 

Volume 51, No. 1. Subscription price $5.00 per year in U.S. and Canada. All 

other countries, $6.25. Also publishers of the Latin American edition of Oral 
| Hygiene, Dental Digest, and Proofs, The Dental Trade Journal. Member of 
i Business Publications Audit of Circulation, Inc., and National Business Publi- 
' cations, Inc. 








NEW A new conception of cease ew variety of 
helpful numbers, and general quality. 
CARBIDE Worthy companions to “The Finest Diamond In- 
BUR struments in the World.” 
Send for pamphlet Box 246 
DESIGN C. W. RODE ASSOCIATES _Los Angeles 32, Calif. 











JACKSON REMOVABLE ORTHODONTIC APPLIANCES 


for Orthodontists and General practitioners 


8 years with Dr. V. H. Jackson, Orthodontist Rg 
152 West 42nd St., New York 36, N.Y. 
CHESTER T. SWEET Phone Wisconsin 7.1185 oe t 


Appliances furnished on dentist’s prescription 
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Chloraseptic® 


MOUTHWASH AND GARGLE 


ANESTHETIC. “Effective relief from soreness was obtained within 15 sece 
onds and lasted 2-3 hours.”?!-? 


NON-TOXIC and NON-SENSITIZING. “No toxic or sensitizing effects were 


observed.” !.2 


BACTERICIDAL. “Chloraseptic reduced the Streptococcus hemolyticus 
count 40-70% in the first 24 hours. . . . In a comparative study, 
Chloraseptic was found to be more effective than injectable 
penicillin (600,000 units) administered every 24 hours.”! 


“Chloraseptic aids the natural healing process by reducing the 


bacteria count while relieving pain at the source.”! 
1. Novick, Joel M. and Sodhi, G. S., Chloraseptic; Evalua- 
tion as a Therapeutic Agent, Medical Annals of the District 
of Columbia, Vol. XXIX, No. 8, August 1960. 
2. Blum, Bertram, Clinical Evaluation of an Anesthetic 
Mouthwash, N. Y. State Dental Journal, Vol. 26, No. 9, 
November, 1960. 


heen ew ma =e es a = a a a SE ae anaes we eee Se ee SS SS es ee ee 


‘Please send: 











, [[) Clinical sample of CHLORASEPTIC ... .......... no charge 4 
the chloraseptic company Cy Half gallon of CHLORASEPTIC $5.00 
lease enclose with 0 | 
400 Victor Bldg. Dr. 
Washington 1, D. C. 
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Ss. S. WHITE 


CARBIDE BURS 


put faster 
Smoother cutting 
on the contact end 
of the 
handpiece 





FOR HANDPIECES, LATCH-TYPE AND TAPER SHANK ANGLES Be 
ROUND WHEEL INVERTED CONE FISSURE FLAT END TAPER FISSURE CUTTIM 


itis Tati TT TT 


Je Be ae 34 35 36 37 38 39 59 557 558 559 560 701 702 708 957 


FOR FRICTION GRIP HANDPIECES 
END 
ROUND WHEEL INVERTED CONE FISSURE FLAT END TAPER FISSURE CUTTING 


NITY PUTT Ua Pe 


% 1 2 4 6 14 33% 34 3 537 170 171 700 701 957 
*Aiso short shank 


‘iggy THE S.S.WHITE DENTAL MANUFACTURING CO. 
—_ Philadelphia 5, Pa. 
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@ The scene shown above is from a 
television commercial that is cur- 
rently appearing on THE MIGHTY 
MOUSE PLAYHOUSE. 


AS PIONEERS in the dentifrice field, 
the makers of Colgate Dental Cream 
have been working in close co-opera- 
tion with the dental profession for 
over 80 years! 


IN FACT, it was during the early 
part of this century that Colgate 
Dental Cream helped to popularize 
toothbrushing as a daily ritual by 
distributing many millions of free 
trial tubes to school children. In 


SAY= DO YOU 


BRUSH YOUR. TEETH 
RIGHT AFTER EATING? 


YOU SHOULD/Z 


many instances, Colgate also sup- 
plied free toothbrushes and sent 
hygienists to schools to give demon- 
strations of proper brushing tech- 
niques. 


FURTHERMORE, Colgate Dental 
Cream has always directed a great 
deal of its advertising to children in 
an effort to impress upon them the 
amportance of good oral hygiene. 


THIS IS ANOTHER EXAMPLE of 
Colgate Dental Cream’s continuing 
campaign to assist your patients in 
their personal efforts to combat 
tooth decay. 





Colgate-Palmolive Company, 300 Park Avenue, New York 22, N.Y. 
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mm PORTRAIT OF PETER, STRONG 


| one 


Peter, Strong & Co., Inc. 


207 East 37 Street 
New York 16, N. Y. 


©1961 by Peter, Strong & Co., Inc, 


Peter, 


PETER, STRONG “PLUS 
VALUE” PRODUCTS for 
happier patients and a 
healthier practice include: 
© Benzodent, the original 
multi-purpose denture ad- 
justment aid e Profie 
Brand original selective- 











































aS Every dentist has an ideal. 


It may be a man... such as a grandfather or a teacher i 
or a celebrated dentist. It may be a principle, a policy, a 
way of life. It may be conscious or unconscious. 


Whatever it is, the dentist’s work becomes much more 
meaningful, more rewarding, more satisfying, because 
of his constant striving to achieve his ideal. 


We pity the man without an ideal. How aimless, his 7 
life must be! 


A company can have an ideal, too. Peter, Stron: «+ an ; 
ideal. Its ideal is to make its products as useful asp «- 
ble to the dentist ... and as beneficial as possible to th: 
men and women, the young and the old, who go to the ‘ 


Strong is an ideal i 


dentist for relief and cures, for better health and greater } 
comfort. } 
In reaching for this ideal, we are constantly expanding 
our services, constantly improving our products and 
sometimes adding new ones... based, of course, on 
modern, scientific research. f 





And we depend on the country’s most reliable and most 
progressive dental dealers to represent us... to present 
our products and our messages to dentists. 


If you have any suggestions as to how our products or 
our services can be made more useful to you, we hope 
you will not hesitate to write to Ted Seller, the president 
of Peter, Strong. 


formula materials for mod- 
ern prophylaxis: tablets, 
liquid, paste e Topi-Fluor 
original sodium fluoride 
cream for caries control 
® Laclede Professional 
Deodorants specifically 
formulated for odor-control 
therapy in dental offices. 
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Just 


contro/ pane/ 
for up to 


tubeheads 


Yucnuket 





No need to have a separate control panel for each 
tubehead. In this SPACEMAKER installation 


one nanel energizes two tubeheads. Three 
more can be controtled f: 


nm 


om same panel 
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X-RAY MFG. CORP. OF AMERICA 
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C0 E-Pak 


fe), stiei 4, fell 


PERIODONTAL PASTE 


BACTERIOSTATIC 


PAT APPLIED FOR 


...No Eugenol “Burn,” Taste, or Odor! 


Coc-Pak is the latest successful development of 
an effective, efficient, periodontal paste. It con- 
tains no eugenol and is completely free of any 
disagreeable taste, odor, and ‘‘burn.’’ Easy to use, 
it mixes in 15 seconds, is ready to form into ropes 
or other shapes in 3 minutes, has a working time 
of 15-20 minutes. 


Order from your dealer 


Coe-Pak produces a smooth, comfortable dress- 
ing that is germicidal and bacteriostatic. When re- 
moved, there is no evidence of traumatic injury to 
the healing tissue. Users report no post-operative 
pain or hemorrhage and no instances of secondary 
infection under dressings. 

Available through your dealer in economy-size 
units. Price per unit $4.50; 3 units $4.25 each; 
12 units $4.00 each. 


Prices in Canada slightly higher, 


SAFE AND PLEASANT... . Coe-Pak 
Periodontal Paste contains no eugenol. 
its germicidal and bacteriostatic qualities 
are the equal of the eugenol-content sur- 
gical packs because of the Lorothidol 
contained in the No. 1 tube-(pink mate- 
rial) and the Chiorothymol contained in 
the No. 2 tube (amber material). Dentists 
everywhere report greater patient ac- 
ceptance and cooperation with Coe-Pak 
than ever before experienced... Order 
a unit today. 


OE Laboratories, Inc., Chicago 21, Ill. § 
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CUTWELL 


> = 
SLICING 
ACTION 


Cutwell’s “engineered difference” 
in Friction Grip Carbide Bur design 
enables you to do better work- 
faster—with your ultra 


high speed handpiece. 


A straight bladed fissure bur 


mitting “© . gives you these advantages... 
OR 
CHIPPING @ Reduces enamel faster by a milling (chipping) action.‘ 


ACTION ® Leaves no swirls or whorls on cavity walls. 
® Assures a smooth, finished preparation. 


ASK YOUR DEALER! 


FRICTION 
GRIP DESIGN 


assures 
Peak Efficiency 
at | 
Uitra High Speeds 








| CLOCK ASSORTMENT 


GEE) Cutwell Carbide Burs 
Coven 

. 

¢ 
¢40 Plain Cutwell Carbide Burs 
¢20 Crosscut Cutwell Carbide Burs 
e 1 Travel Alarm Clock 
Handsome genuine leather. Luminous. 
Foldaway. Handy for home, office or 
travel. Backed by guarantee. 


YOUR CHOICE 
FRICTION GRIP © RIGHT ANGLE 
ASSORTMENT* ASSORTMENT 


$7990 





7 “*Bur injector tool wall he scgailtel with 








TRY THEM NOW! : 


BRIDGE SET ASSORTMENT 
GEE Cutwell Carbide Burs 


@ 24 Plain Cutwell Carbide Burs 

@ 12 Crosscut Cutwell Carbide Burs 
@ 2 Bur Blocks 

e 1 Bridge Set with DeLuxe Case 


Luxurious for gracious entertaining. 
Deluxe case has feel and look of rich- 
ness. Two decks of handsome quality cards. 


YOUR CHOICE 


FRICTION GRIP - RIGHT ANGLE 
ASSORTMENT* ASSORTMENT 


$5052 $4760 











Friction Grip Assortment. 


Cc THE RANSOM & RANDOLPH co. 
3 Toledo, Ohio »* Since 1872 
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TORIT’S Model 27 Casting Machine 


@ stronger, denser castings efiner margins, greater detail 
@ practically no fitting time eless gold 


Only the Torit ‘‘27’’ Centri-Vac Casting Machine offers the benefits of 
centrifugal force plus vacuum design. You can use fewer and smaller 
sprues, and less metal and sprue to any part of the case. In fact, perfect- 
fitting inlays can be made at the end of sprues as long as 6” (16 ga.). 

Centrifugal force propels the molten metal directly into the mold 
cavity, instantaneously filling the mold. Gases which may be present 
in the mold cavity are entirely removed by the high vacuum attachment. 


TORIT makes the difference 
... and Torit makes many different dental products. 


Torit’s 707 Electric Furnace Torit’s Barr Vacuum Investing Unit 


This large-sized furnace easily Makes dense, bubble-free investments 
takes a 314” casting ring—yet in just one minute. Standardized, 
attains any casting tempera-  fool-proof procedures—an assistant 
ture in an average of only 80 can make investments perfectly. Can 
minutes. Rheostat controlled be used for die impregnation, stone 
temperature prevents failures mixes, or alginates. Completely 
in wax burn out by providing equipped with casting ring and sprue 
slow temperature rise, elim- formers. Optional attachment avail- 
inating moisture. able for investing bridge castings, 


For complete information, write 


TORIT MANUFACTURING CO. 
Dept. 720, 1133 Rankin St., St. Paul 16, Minn. 
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WAVES TRANSMITTED THROUGH A LIVING TOOTH BY 
A BURR REVOLVING AT A VELOCITY OF 75,000 RPM. 
XYLOCAINE INTERCEPTS PAIN SENSATION CAUSED 
BY FRICTION, VIBRATION, PRESSURE, AND HEAT. 
















DENTISTS USE XYLOCAINE BECAUSE XYLOCAINE WORKS Se 
4 \] 


90,000 XYLOCAINE INJECTIONS GIVEN EVERY HOUR | 
RELIABLE / fast acting with high diffusibility. RELIABLE / predictable action — effective in 
RELIABLE / profound depth and adequate 97 per cent of all procedures. 
duration of anesthesia. RELIABLE / topical anesthetic— swab, | 
RELIABLE / wide margin of safety — packs or instillation in a cavity. : 
nonirritating to tissues and relatively RELIABLE / bibliography of over 400 | 
nonsensitizing. published reports. a 





RELIABLE / PROVED / PREFERRED / In the final analysis, only clinical experience can assure the! g, 
survival of a drug. It is, therefore, gratifying to know that the performance of Xylocaine, in both p! 
dentistry and medicine, appraised in the light of current findings, confirms the original observa- 
tions made more than a decade ago. Xylocaine has stood the test as a reliable and highly effective | (C 
local anesthetic. WA 
XYLOCAINE® LOCAL AND TOPICAL ANESTHETIC trcntsen sisters: 


BRAND OF LIDOCAINE ®) 
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Bio Gum-Kare contains Neomycin, the 
safest, broadest-spectrum, nonsensitiz- 
ing antimicrobial agent ever formulated 
for topical use. May even be used on 
penicillin-sensitive patients.* 

e Anesthetic 
¢ Bactericidal 
¢ Buffered 





DESIGNED TO DESTROY 
THE DESTROYER 


The 

Army Nike Zeus 
anti-missile-missile 
was specifically 
designed to destroy 
destructive agents 


New Bio Gum-Kare 
was specifically formu- 
lated to safely attack 
oral infection, pain, and 
bacteremia 


7 Bio Gum-Kare, the Rx of choice for office 


and home care of oral lesions 


Reduces infection, pain, and bacteremia .. . promotes comfort and healing. 


BIBLIOGRAPHY 


Microbiological Evaluation. Hazleton Laboratories, July 
and Aug. 4, 1960. 

Preliminary Report, Industrial Biology Research and Test- 
ing Laboratories. Inc., William Shoulberg, D,D.S., and 
Morris V. Shelanski, M.0., C.M., Director, July 1960. 

Neomycin, Its Nature and Practical Application. Waksman. 
P. 134, 1958. 

Medical Care of Oral Lesions, Samuel Dove, M.0., The New 





e Antibiotic 
* Hemostatic 
e Long Lasting 

















York Physician, Nov. 1960. 
Active Ingredients 
32 mg. Neomycin base as the sulphate SPECIAL OFFER! - 
3% Isobutyl P-amino Benzoate. | Crane-Hall Corporation | 
1.58% Buffered Zinc Chloride. | 1832 14th Street, N.W. l 
1 to 1,000 Benzalkonium Chloride. Washington 9, D. C. 
10.5% ——— | Gentlemen: : 
0 ycerine. PI d ; 
0.8 Methyl Salicylate in an exclusive | Please send me: 
Poses wt alycerite base. | 0 —— of Neomycin”* and professional | 
Supplied in 35 gram tubes. | [} $2.50 tube of Bio Gum-Kare.(send only $1.00 | 
to cover cost of handling). 
Suggested Dosage: Acute infections, ap- | Rx pads. [) Pl iting list 
ply 6 to 8 times daily. Mild and less pain- H hittin ak ne Ra aac | 
ful conditions, apply 4 times daily. PED s 5 co cccccccessecesccsencccsosseccceseocsese | 
—— | FIO « 0 0.0 0:6.00000000000000000000008 400008000 | 
£m) CRANE-HALL corporation | CitYeeecceeeeseeennnnen li i 
WASHINGTON 9, D.C. © 1961, CRANE-HALL Corp. | ee eee ae | 
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Softer, more pliable EZO Dental Cushions help the patient make a remarkable 
psychological adjustment... they also help relieve pain and pressure spots, 
permit impact on soft, tender gums during mastication. EZO Dental Cushions 
are available at all Drug Stores. 


send for FREE professional samples of ‘uppers’ & ‘lowers’ today 


EZO PRODUCTS COMPANY ° 5219 CHESTNUT ST., PHILADELPHIA 39, PA. 
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THE BIRTCHER 


HYFRECATOR 


Unrivalled for all 
technics of 
Desiccation and Fulguration 












Exposure of cavity margin for indirect 
impression technics 








Hemostasis—post extraction and 
nuisance bleeding from instrumentation 








Root canal dehydration and sterilization 


Thousands of Dentists use the Hyfrecator*® daily for a wide variety of 
technics. The pin-point, controlled tissue dehydration and coagulation 
qualities of the high-frequency current it produces have made the Hyfrecator 
one of the most valuable instruments in the general practice of Dentistry. 
Call your Dental Supply Dealer... he will be happy to demonstrate the time- 


saving, time-proven Hyfrecator in your office ...no obligation. 


Reprints of several 
excellent papers on Dental Hyfrecation 
plus a new “Question and Answer Booklet” 
are available on request 


WRITE TODAY 











4371 Vailey Boulevard 


THE BIRTCHER CORPORATION Dept. OH-161 
h Los Angeles 32, California 





Send me reprints and the new booklet 




















éé . 
THE BIRTCHER / pote Hitmen 
CORPORATION i 
Los Angeles 32, California — 
Address 
*HI-FREquency desicCATOR City________—— Zone __ State 
(not a hot-wire cautery) 3 My Dental Supply Dealer is 
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COLUMBIA 
DENTOFORMS 


_ a humble start 40 years ago 
Columbia Dentoforms have 
played an increasingly important 
role in dental education. Today 
every dental student in the United 
States and Canada “cuts” his first 
teeth on Dentoforms, for we supply 
Dentoforms to every dental college 
in the U.S. and Canada and to many 
in other lands. 


In these 40 years there have been 
many improvements and additions 
to Dentoforms to meet the ever more 
exacting demands of teachers. To- 
day, Dentoforms number more than 
a thousand and present conditions 
the student will encounter in prac- 
tice. And in graduate years, Dento- 
forms continue to help clinicians in 
postgraduate education and to help 
the busy practitioner in his endless 
task of patient-education by show- 
ing the better dentistry he seeks to 
give. 


COLUMBIA DENTOFORM CORPORATION 


“The House of A Thousand Models” 
and 
Home of Brown Precision Attachments 


131 EAST 23rd STREET 
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2 Outstanding Contributions 
to Dental Education and Practice 









BROWN 
ATTACHMENTS [er 


ROWN Precision Attachments 
have been used successfully | 
since 1920, when patents were 
granted to their inventor, Dr. |, | 
Brown. This event followed by only 
a few years the impetus that Dr. Her | 
man Chayes gave to the advance in: 
removable restorations by the intro-” 
duction of the precision attachment, 


















So simple, yet so effective and 
practical are the design and me- 
chanical principles employed in 
Brown Attachments, that they have 
defied every effort to improve upon 
them for 40 years. Except for the ad- 
dition of the proximal contact, to 
give the convenience of a built-in 
proximal contact, no change in de- 
sign has been made. The sizes of the 
Brown Attachments made today are 
identical with those made 40 years 
ago—a comforting thought, if re- 
placement parts are required. 








NEW YORK 10, N. Y. 








— lifelong 100% economy! 


It was this handsome man’s misfortune, 
when a boy of only 15, to have caries 
ravage as many as 20 of his teeth. But 
it was his great good fortune to have all 
20 saved — all 20 still live and useful — 
even 67 years later! 


Could lifelong and dependable economy 
be demonstrated more strikingly? The 
teeth saved weren’t merely two or three, 
or even five, but as many as 20. And all 20 
were saved not merely for five or ten years, 
or even for 20 years, but for as long as 
67 years. Could true 100% economy be 
more lasting, more highly profitable! 


1 for 67 Years! 


What but Gold Foil could pay such sub- 
stantial dividends without a loss? What 
but Gold Foil could keep paying such 
substantial dividends year after year, 
after year, for 67 long years? Most surely 
Gold Foil is without a weakness. Most 
surely Gold Foil is the most steadfast bul- 
wark against the recurrence of decay! 


For helpful data about the unique ad- 
vantages of this wonderful material, mail 
lower portion of this page with your card 
or letterhead to Morgan, Hastings & 
Co., 2314 Market Street, Philadelphia 1, 
Pa.—Established 1820. 


vi 
Only GOLD FOILS Can Succeed and Save 100%! ly 5) 
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Convert to contour... inexpensively, © 
easily, with the new Dansereay — 
Powerback Dental Seat. Adapts to © 
any chair base — pump or motor © 
operated, no matter how old or | 
new. Complete, self-contained hy- | 
draulic unit, operating independ: © 
ently of any base, included in the § 
adaptation. Provides smooth, 
noiseless, fast-acting power at your ~ 
fingertips ! a 




















Jpholstered in genuine top grain 
eather at no additional cost. de 














WRITE FOR FREE 






Give your patients true contoured C 
comfort. Increase your own effi- 
ciency with less fatigue. Your 
dealer can install the Dansereau *! 
Powerback Dental Seat on your old 
chair base in less than 10 minutes. 
YOU’LL BE AMAZED AT THE LOW, 
LOW PRICE! 























City State 

















jos dansereau dental distributing co., 9630 Beverly Rd., Pico-Rivera, Calif. 
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the 
dentifrice 
that speeds 
reduction 
of gingivitis 


CHLORESIUM® Tooth Paste is a useful adjunct to your treatment of gingi- 
vitis. For years, dentists have instructed patients with tender, bleeding 
gums to use the dentifrice that contains healing, water-soluble chlorophyll 
derivatives. In a controlled study of 589 patients,* it was reported that 
CHLORESIUM Tooth Paste significantly accelerated the reduction of gingi- 
vitis—a property which is confirmed in daily practice. Between office treat- 
ments, proper toothbrushing technique with CHLORESIUM Tooth Paste is 
an ideal regimen for restoring and maintaining firm, healthy gums. 
CHLORESIUM Tooth Paste is also an effective cleansing and deodorizing 
agent. Available in 3%-ounce tubes in drugstores everywhere. 

*McDonnell, C. H., and Domalakes, E. F:: J. Periodont. 23:219, 1952. 


RYSTAN COMPANY, Mount Vernon, New York, Dept. OP 


Please send me professional samples of CHLORESIUM Tooth Paste. 


Dr. 



























an antibiotic improvement 
designed to provide 
greater therapeutic 
effectiveness v3 























Pulvules® \@ 


Hlosone’ 


(propiony! erythromycin ester lauryl! sulfate, Lilly) 


in a more acid-stable form...assure adequate 
absorption even when taken with food 


Ilosone retains 97.3 percent of its antibacterial activity after ex- 
posure to gastric juice (pH 1.1) for forty minutes.! This means there 
is more antibiotic available for absorption—greater therapeutic 
activity. Clinically, too, Ilosone has been shown to be decisively 
effective in a wide variety of dental infections—with a reassuring 
record of safety.? 


Usual dosage for adults and for children over fifty pounds is 250 mg. every six 
hours. 


Supplied in 125 and 250-mg. Pulvules and in suspension and drops. 


1. Stephens, V. C., ef a/.: J. Am. Pharm. A. (Scient. Ed.), 48:620, 1959, 
2. Kuder, H. V.: Clin. Pharmacol. & Therap., in press. 


EL! LILLY AND COMPANY « INDIANAPOLIS 6, INDIANA, U.S.A. 
032649 
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Crescent’s growth, as an acorn’s | 
to a sturdy oak, is known wher- | 
ever dentistry is practiced. Now 
in our Glst year, we Continue to 
produce quality products that 
help dentists make better res- 
torations, do better operative 
work, increase their efficiency 

and save their time. Contact 
your dealer for the Crescent 
products designed to comple- 
ment your skills. Write us for 

free Crescent catalogs. 








CRESCENT DENTAL MFG. CO., 1839 So. Pulaski Road, Chicago 23, Ill 










+ why am 
a 
yenzyme in 
=sqa dentifrice. 
=i doctor? 22 | | 
i ee An enzyme is a Catalyst. This 
H particular one, Caroid, is a 
i" mucoproteolytic enzyme which 
catalyses the hydrolysis of 
proteins. By its action, protein 
particles are split into soluble 
peptides and amino acids. @® 





































eevyou lost 
me back at 
catalyst.7. 






Let me put it this way. Caroid 
dissolves the decay causing 
protein food particles that remain 
lodged between your teeth after 
ordinary brushing. However, it 
takes some time for Caroid to 

do its job, and that is why you do 
not rinse your mouth with water 
immediately after brushing your 
teeth. Actually, Caroid Dental 
Powder is especially prepared 

for this method. It is a fine, 
nongritty powder that leaves a 
pleasant, refreshing taste in 

your mouth. @® 


‘aroid: 
Dental 
Powder 



























American Ferment Division, Breon Laboratories Inc., New York 18, New York 





26 ORAL HYGIENE e JANUARY 1961 















Ural Hygiene 


VOL. 51, NO. 1 


AN INDEPENDENT NATIONAL MAGAZINE FOR DENTISTS 


JANUARY 1961 


EDITOR, Edward J. Ryan, BS, DDS 
ASSOCIATE EDITOR, Marcella Hurley, BA 


CONTENTS 

Dentistry’s Next Fifty Years Edward J. Ryan, DDS 

33 This is the half-century anniversary of the dental 
publication OraL Hyciene, which deals with eco- 
nomic, human, and scientific subjects. 


Robert P. Elliott, DDS 

44 Here are some of the advantages and contraindications 
for the use of tranquilizers in reducing the patient's 
fear of dental treatment. 


The Use of Tranquilizers in Dental Practice 


“! Hereby Resolve To.....” C. Shields 


48 Is there any value in a New Year's resolution? Are 
such promises kept or broken? What do practicing 
dentists think of the idea? 


Consultation Clinic: Color Changes in the Oral Mucosa 
Arthur Elfenbaum, BA, DDS 


52 Observing color deviations in the tissues is a valuable 
aid in diagnosis. 


Practice Administration Thought-Provokers 
Charles L. Lapp, PhD, and John W. Bowyer, DBA 
56 


Watch Professional Travel Expense Deductions 


Harold J. Ashe 


62 Some expenses you can claim—some you cannot. 


ORAL HYGIENE e JANUARY 1961 27 
































JELENKO NO. 


REG. V.6.-PAT. OFF, 





is better because it is tougher 


Popularly priced at 


$2.25 per Dwt. 


..s NEW, IMPROVED PHYSI- 
CAL PROPERTIES MAKE 
JELENKO #7 extra tough—the 
factor so essential in long span 
bridgework. Furthermore, this 
versatile cast gold has just the 
right ductility for all mouth 
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Write for chart today featuring 
the new, improved physical prop- 
erties for ALL Jelenko Golds. 
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THE OPERATORS at opposite ends of a 5000-mile ham radio link that is 
used to supply needed drugs to a tiny, remote South Pacific Island, met 
in Richmond recently some three years after the first short wave contact. 
Seated before his ham equipment, Doctor Charles Meistroff talks with 





{ Operator Floyd McCoy and Mrs. McCoy of Pitcairn Island, a British 
i possession about 2500 miles east of New Zealand and almost on the 
\ Tropic of Capricorn. The association between Doctor Meistroff and the 


McCoys began when an urgent message went out to a California ham 
from McCoy saying that drugs were needed by the island’s postmaster. 
The Californian relayed the message to Doctor Meistroff who imme- 
diately forwarded the drugs.—Photograph courtesy of Richmond (Vir- 
ginia) Times-Dispatch. 





| Ten dollars will be paid for the picture submitted and used in this de- 
Y partment each month. Send glossy prints with return postage to ORAL 
HyciEene, 708 Church Street, Evanston, Illinois. 
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KERR caviTec PACKAGES 


WITH THE 


KERR INLAY CARRIER ano SEATER 


WITH STICK OF KERR UTILITY WAX 


To introduce Cavitec to Dentists who have not used this 
excellent product we offer this special New User Package, 

















NEW USER PACKAGE the Inlay 








$6°5 VALUE gaa 
an 
all for $4.95 Seater 
| a= - “= 
\ Users of this tremendously popular pulp capper and cavity Va 
liner will immediately recognize the value of. this offer— ik 
3 standard packages, with free Stainless Steel Inlay Carrier eRe 
and Seater. why 
! ie 
KERR including py 
; CAVITEC } jrouding Hi 
ECON-O-PAK Carrier ae 
and ray" 
all for $4 D45 | Seater 
: FREE 









































Attach a small 


ea tip mpd The Utility Wax on the tip The Kerr Inlay Carrier 

















, of the Carrier and Seater and Seater is sturdy and 
Garnier and Seater. will securely hold the in- adequate pressure can be 
lay in proper position so exerted to seat the inlay 
that it can be carried into 
the mouth and placedinto ° 


the preparation. 


Stainless 
dental progress through =n 
PROVEN PRODUCTS 


KERR MANUFACTURING COMPANY « SINCE 1891 e DETROIT 8, MICHIGAN 
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Dentistry's Next Fifty Years 
BY EDWARD J. RYAN, DDS* 


This is the half-century anniversary of the dental 
publication Ora Hycrene, which deals with 
economic, human, and scientific subjects. 


What has gone before in the dental profession is a 
matter of history. Our readers are probably more in- 
terested in what is ahead for the profession than they 
are in a recitation of what has occurred. Nothing can 
be done to change the past. The future is subject to 
some manipulation. 

There are observable trends in all human affairs. 
The activities of the dental profession are not excep- 
tions. It is hazardous to make predictions. An attempt 
to evaluate a trend is to make a projection for the 
future on what is observed in the present—it is not 
a form of crystal-gazing. 

No one can foretell with any certitude what will 
occur in the dental profession in the next 50 years. 
Indeed, the developments of the next five years are 
clouded in uncertainty. Some of the trends are more 
clear cut than are others; some are dim in outline. 

Dentists will accept the prospects of some facets 
of the future with enthusiasm; they will reject others 
because of their unpopular overtones. No good pur- 


pose, however, will be served by polishing the pleas- 


*Editor, ORAL HYGIENE. 
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ant prospects and dulling the unpleasant. If a gen- 
eral statement may be made: The future of dentistry 
is a brilliant one. This is a developing profession, not 
a decadent one. 


The Health Mission 


There will be an increase of emphasis on the gen- 
eral health aspects of dental care for the entire popu- 
lation—from infancy to old age. With this growing 
emphasis the demand for dental care will increase 
among all economic and age groups in the growing 
population. There will be more attention given to the 
deciduous dentition. Preventive orthodontics will be 
stressed. In communities that are without an ortho- 
dontist the general practitioner will be required to 
perform more definitive orthodontics, because people 
will become more aware of the importance of this 
form of specialized treatment. 

With increased tax levies for public schools the de- 
velopment of preventive dental clinics in the schools 
may be expected. The present understaffed and 
undersupported public school clinics will be expand- 
ed. In addition to lectures on dental health and on 
complete dental examinations, every child will be 
offered treatment. The private practitioner will supply 
treatment for those children whose parents prefer 
this form of dental care. All children will be required 
to have early and definitive treatment before they 
can be passed from one grade to another. The cer- 
tificate of dental health will be more meaningful. 

We may also expect that dental health certification 
will be required for employment and for life insur- 
ance examinations. 

The dentist on the hospital staff will occupy a posi- 
tion of increasing emphasis—not only in oral surgery 
procedures, but in general medical management. The 
implications of dental infection that may complicate 
general anesthesia and general surgery will be recog- 
nized. For persons who enter hospitals on an elective 
basis for medical or surgical care, a certificate of den- 
tal health will be required as a part of the diagnostic 
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work-up. Oral infection that might complicate exist- 
ing conditions of general disease will be removed as 
a preventive health measure. In the hospital organi- 
zation the dentist will have status similar and equal 
to other members of the staff. 

The periodic health examination that is designed 
to screen “well” patients to detect the presence of 
disease will include a complete dental evaluation. 


Improvement in Technical 
and Professional Skills 


As the dentist is required to integrate himself more 
as a member of the health team he will be expected 
to study more, to publish more, to attend clinics and 
hospital staff meetings. His days of laissez faire in 
which he considered himself to be the sole arbiter of 
his professional development will pass. He will be 
expected—nay, required—to show proof that he has 
kept pace with the developments in his field. The 
pressure for competence will come first from within 
dental organizations that will have accepted the re- 
sponsibility to police their members to assure society 
that dentists are constantly expanding their knowl- 
edge and skills. If this voluntary method is unsatis- 
factory the power of the state will be exercised to 
establish the standards and requirements essential for 
the dentist to allow him to retain his license. 


Improvements in Physical Equipment 
and Techniques 

It may seem to be a far cry from space exploration 
to dental equipment, but the technologic advance- 
ments that are made by the astrophysicists and en- 
gineers who are preparing to explore outer space will 
be adapted to dental equipment and materials. 

The new lightweight metal alloys and laminated 
plastics that are being developed, to withstand the 
terrific pressures and temperatures that missiles are 
required to sustain as they are projected into space 
and re-enter the earth’s atmosphere, will be adapted 
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for use in dental equipment and materials. The tiny 
switches, bearings, and electrical circuits that are 
designed for rockets and space vehicles will be used 
in dental equipment. 

The detailed physiologic and psychologic research 
that is being conducted on our astronauts will give us 
important clues to the behavior and response of all 
human beings under conditions of stress. We will 
know more about the environmental and meteorologic 
conditions that are optimum for human beings—both 
earthbound and in interstellar space. 

In the dental office we will apply the findings of 
these fundamental studies to determine the most fa- 
vorable conditions under which to perform dental 
and surgical operations. The auditory, optic, and 
proprioceptive stimuli that are most favorable to com- 
fortable survival, will lead us to changes in the design 
of our dental engines, chairs, and lighting equipment. 
Other forms of dental equipment now unknown may 
be suggested from the research of the astrophysicists. 


Cosmic Radiations and Health 


We will learn about cosmic radiations and their 
relationship to health. From that knowledge dental 
offices will be designed to allow the dentist to operate 
in more hygienic surroundings that are most advan- 
tageous to his health and the well-being of his pa- 
tients. From the information that is gained from the 
studies of solar and cosmic radiations the atmosphere 
in the dental office will be controlled to reduce the 
virulence of bacteria, viral forms, and fungi. 

The use of radioisotopes in the diagnosis and treat- 
ment of dental disease will be applied in clinical 
practice. Atomic reactors in which formed or fluid 
tissues are placed to make them radioactive will be 
used in dental diagnosis and treatment. 

In the peaceful uses of nuclear energy we may ex- 
pect more compact and noiseless dental engines, in- 
stant x-ray machines, split-second sterilizers, flash-like 
cutting points and tools. In fact, in the newer dy- 
namics of the space physicists and engineers we may 
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expect the generation of electricity without any form 
of mechanical generator. 

In the fields of pharmacology and biochemistry the 
improvements in anesthetics, analgesics, sedatives, 
obtundents, tranquilizers, will be spectacular. The 
control of apprehension, anxiety, and pain, will be 
secured instantaneously without injection, without 
induction machine, without danger, without side- 
effects. The newer drugs will be so potent and so 
powerful that their possession and use will be super- 
vised closely and covered by regulations more strin- 
gent than the present Harrison Narcotic laws. 

The use of vaccines to prevent caries and some 
forms of periodontal disease may be expected. The 
use of more specific antimicrobal agents to control 
these diseases in unvaccinated people will follow. 

It may be quite possible that newer chemosurgical 
agents will be perfected whereby a selective drug 
may be applied by the dentist to a carious lesion. The 
potent drug will destroy the pathologic carious proc- 
ess immediately, sterilize and sclerose the area of 
infection without pain, discomfort, or pulp injury. 
Immediately following the chemosurgery of caries 
a non-metallic, life-like restorative material may be 
applied under pressure to restore the tooth to its 
original form and appearance. 

Biologic tests will be devised to screen patients who 
are most susceptible to the degenerative types of 
periodontal disease. Biochemical methods will be 
evolved to treat periodontal disease of this type. The 
dentist as a physician will be emphasized with the 
increasing awareness that many forms of dental dis- 
ease represent imbalances of the organism-as-a-whole. 

Newer binding agents and powerful glues will 
make it possible to embed roots in sockets immediately 
following extraction. These biologically compatible 
roots will carry life-like crowns when used as single 
or multiple replacements. In cases in which the mouth 
is partly edentulous the implanted roots will be used 
as retainers for fixed and removable prostheses. 
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The implantation of the lighter metal alloys will be 
performed in simplified surgical procedures, and the 
appliances will be held in position in tissue by binding 
agents rather than by mechanical retention. This will 
revolutionize the field of full denture prosthesis. 

Automation will come to dental laboratory proce- 
dures. The design, engineering, and fabrication of 
dental appliances will be done by electronic devices 
with more precision and accuracy in the results than 
can now be attained by the most skillful technicians. 
Automation will replace some of the handicraft of the 
present day in the dental laboratory. 


The Dentist and His Practice 


The one-man dental practice will yield to group 
practice for increased efficiency and economy. The 
dental group will be integrated in medical centers. 
Many dental procedures will be performed in special 
hospitals under general anesthesia on a single-appoint- 
ment basis for full mouth restoration. 

The single-office in a downtown office building will 
be uneconomic because of the high overhead expense. 
Group dental practice in medical centers will be 
planned convenient to transportation and parking, and 
removed from the flow of heavy street traffic. Medical 
centers will be connected by special helicopter service 
with hospitals for the convenience of patients, den- 
tists, physicians, and nurses. 

Electronic computers will be used in the dental 
office as aids to diagnosis, record keeping, and ac- 
counting. The business affairs of practice will be 
handled by business managers rather than by dentists. 

There will be voluntary prepayment plans for den- 
tistry. These will be included in medical service and 
hospital plans. Union health and welfare programs 
will be important contractors for dental services. 

The Social Security regulations will be expanded 
to include provisions for dental care for all bene- 
ficiaries: those past 60, for surviving spouse and de- 


pendent children under 18, for all the disabled. 
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Despite the advancements in the control of dental 
disease by public education, by fluoridation, by new- 
er knowledge of nutritional factors, the dental profes- 
sion of the United States ended the first hundred years 
as an organized profession in 1959 in this situation: 

“Dental disease is now practically everybody's dis- 
ease, and a great many people have begun to wonder 
what dental health, and the dentist bills, are coming 
to. Currently, we are seeing the dentist to the tune 
of over $1600 million per year, about one-sixth of our 
Nation’s total expenditure for health. If this sounds 
high, consider that there are nearly 100,000 dentists 
in the United States, yet that only one-third of the 
damage to our teeth is being repaired. Many com- 
munities are without dentists. Many families are den- 
tally indigent. There is an estimated backlog of 700 
million unfilled cavities in our population. Seventy 
per cent of those over 35 years of age are in need of 
bridges and dentures because of teeth already lost or 
damaged beyond repair. With our people’s increasing 
life span, the dental needs of the aged are growing 
steadily. It would take 250,000 dentists working for 
10 years merely to eliminate the present backlog of 
common dental defects.”! 


The Dentist and His Status 


In the newer society the professional workers will 
enjoy higher status. The dentist and the physician will 
be among the favored ones in economic status. This 
will allow the professional person more time for cul- 
tural pursuits and for participation in civic and gov- 
ernment affairs. 

Dental fees will be regulated to some degree by 
the government and geared to the cost of living index: 
as will be the cost of all essential goods and services. 
Only luxury and nonessential consumer items will be 
offered on the free market without some form of 
price control. . 


1Sognnaes, R. F.: Dentistry at Its Centennial Crossroads, Science 
130:1681 (December 18) 1959. 
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Professional organizations will take a leaf from the 
book of experience of the trade unions, and will offer 
credit funds, investment, and pension plans with in- 
come tax advantage to members. Retirement and nurs- 
ing homes for members of the profession will be es- 
tablished throughout the country by dental societies. 

With the faster forms of intercontinental transpor- 
tation, there will be a greater participation by dentists 
in the international affairs of the profession. The 
World Health Organization and the Federation Den- 
taire Internationale will grow in stature. There will 
be a free exchange of information among all the den- 
tists of the world. 


The Dentist and His Education 


The cost of dental education will continue to be 
increased so much that the federal government will 
subsidize education at the undergraduate, postgrad- 
uate, and graduate levels; as it now does in the mili- 
tary agencies. Those dentists who receive such sub- 
sidies for education will be required to repay part 
of the cost by longer service in the military establish- 
ment, by service in government health facilities, or 
from their earnings in practice. 

For students who are able to pay the cost of their 
education the government will provide income tax 
credits on their future earnings. 

Whoever pays the education costs—the person him- 
self or the government—there will be a demand made 
for periodic proof that the holder of a dental license 
has kept in step with the developments in his pro- 
fession. “The license in perpetuity” will be a thing 
of the past. 

In addition to the published and permanent record 
in dental journals and books, a nationwide closed cir- 
cuit television network will carry important dental 
and medical information to every dentist and physi- 
cian in the Nation. This will be part of an educational 
system operated directly by the government on a high 
priority basis. Advertising of dental and medical prod- 
ucts will be offered on such a special network. 
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Man-made satellites that will be orbiting thousands 
of miles beyond the earth will be used to telecast these 
programs to and from every part of the world. The 
educational television network will then allow den- 
tists in every part of the world to “participate” in den- 
tal meetings held anyplace on earth. 

The written and printed word, because of its per- 
manent form, will always prevail in the form of dental 
literature. Dental journals and dental books, how- 
ever, will be more compactly edited and produced to 
allow them to be carried by guided missile anyplace 
on earth, and delivered to subscribers within hours 
after publication. 

Dentists throughout the world, even in the most 
remote areas, will receive their dental supplies and 
pharmaceuticals by missile-mail. 


The Dentist and The Attack 
on Dental Disease 


Although dental colleges will continue to exist as 
separate entities, much of the basic research will be 
done in the National Institutes of Health and by fed- 
eral grants to independent workers in medical and 
dental institutions. 

When tax money is used to support research it is 
done under the philosophy that the results will be 
beneficial to all the people in society. This also means 
that the government will exercise more direction and 
control of the results. It may be expected, therefore, 
that if research uncovers facts that suggest that dis- 
ease is caused by nutritional or biochemical imbal- 
ances, the control of the production, of the purity, 
and the prices of such nutritional or biochemical prod- 
ucts will be under government regulation. To imple- 
ment such supervision we may expect an undersecre- 
tary for dental affairs in the Department of Health, 
Education, and Welfare. 

We may be certain of the expansion of programs of 
health education at all levels, and a growing insistence 
that all children and all adults past 60 receive dental 
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care under government plans if the person cannot pay 
for treatment. 

An expanding health education and treatment pro- 
gram will require more people to serve the dental 
profession in ancillary capacities. The training of den- 
tal hygienists, assistants, and technicians, will become 
the responsibility of all dental colleges. The training 
of these auxiliary personnel will also be done under 
federal subsidy and control. We may also expect that 
these ancillary professions will be granted more and 
wider authority for the services that they perform 
under the supervision of dentists. 

Finally, this greatly expanded and ramified dental 
health service will require us to take a closer look at 
the ethics that are implied in these complex human 
relationships: 

“. .. We are related (1) to things, which are below 
us in creation; and (2) to persons, who are alongside 
us; and (3) to God, who is above us. These relation- 
ships are obviously not alike, nor are the ethics alike. 
Thus: 

“Our relationship to things is of subject to object; 
our relationship to persons is of subject to subject; 
our relationship to God is of subject to the Creator 
of all existence. 

“God can never become an object, except falsely 
or superstitiously; persons do become objects, but 
also at the expense of their essential reality; things 
are objects, and only transcend their objectiveness 
by participating in man’s freedom. 

“Things have little or no freedom of their own; 
persons are characterized fundamentally by their 
freedom; God’s freedom is absolute, transcending all 
our qualifications of Him.” 


oO Oo co ed ° o 


Some of the prospects for the next fifty years may 
not appear to be favorable when they are viewed in 


the light of the present. The freedom of individuality 


2Miller, S. H.: The Tangle of Ethics, Harvard Business Review 
38:61 (January-February) 1960. 
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and enterprise is threatened by the growing power of 
government. The dismal prospect of totalitarianism 
hangs over the world. The only bright hope is that 
the technologic forces that are presently geared to 
prepare the world for mass destruction by fearsome 
weapons may be channeled into peaceful uses. If 
such a day of ethical and spiritual enlightenment 
should come, the power of nuclear fission will allow 
all the people of the world to be better fed, better 
housed, and to live in abundant good health. 
Because of the increased span of human life, some 
dentists who are in practice today will be alive to see 
the end of this next fifty-year period. We hope that 
they and the dentists who have followed them into 
the profession, will be reading OrAL HyGIeEne as this 
publication completes its centennial in the year 2011! 


708 Church Street 
Evanston, Illinois 
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By ROBERT P. ELLIOTT, DDS 


IN RECENT years a new group of 
drugs has attained tremendous 
popularity in psychotherapy. This 
group of drugs has become known 
as the tranquilizers or ataractics. 
They have been given preference 
in most cases because they pro- 
duce a state of tranquility without 
the harmful side effects which are 
often encountered with the use of 
narcotics and other drugs. These 
drugs are also attaining high rec- 
ognition in the field of dentistry. 


44 ORAL HYGIENE e JANUARY 1961 


) The Use of Tranquilize 


: | Here are some of the advantages 
4 J and contraindications for the use of 
\ tranquilizers in reducing the 


patient’s fear of dental treatment. 


In 1958 approximately 44.5 per 
cent of practicing dentists in the 
United States were prescribing 
tranquilizers. This percentage is 
growing higher as the indications 
for the use of tranquilizers in den- 
tistry are becoming more evident. 
Tranquilizers are more often 
used preoperatively in dentistry to 
reduce fear and anxiety. The ex- 
tent to which anxiety and emo- 
tional tension are intimately asso- 
ciated with physical illness, has 
been exhibited enough to make it 
common knowledge. Anxiety has 
been known to both cause physical 
complaints and to be caused by 
them. This holds especially true in 
dentistry. The patient often is re- 
luctant to obtain dental care, or 
cannot properly cooperate in elic- 
iting a cure because of anxiety. ) 
Man has long searched for an 
agent or agents that would relieve 
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Zen Dental Practice 


this anxiety. Agents have been 
found, but they were undesirable 
because of their harmful side ef- 
fects. Many drugs, such as barbi- 
turates, have been tried but with 
little success, due to their side ef- 
fects and to the fact that they may 
render a patient unconscious. 

Tranquilizers seem to be the 
answer to the problem. ‘In cases 
where anxiety is the presenting 
symptom, tranquilizers are often 
able to free the patient from fear 
so he can face and work out his 
problem. In cases where illness 
overlays the anxiety, tranquilizers 
are able to eliminate the anxiety 
so that a proper diagnosis of the 
illness may be made. Thus it would 
seem that in tranquilizers can be 
found the means of removing fear 
and anxiety in the dental patient 
without side effects, and, at the 
same time, maintaining a normal 
state of reasoning power in the 
mind of the patient. 

The pharmacologic effects of 
tranquilizers are responsible for 
their wide acceptance in the den- 
tal field. The most obvious effect, 
from which the name tranquilizer 
is derived, is the production of a 






state of mental quietude and seda- 
tion without any apparent mental 
confusion or difficulty of move- 
ment. There is no change of per- 
sonality, unless it is the one of re- 
ducing the aggressive or the fear- 
ful to a state of peacefulness and 
fearlessness. This, of course, is the 
most widely known action of the 
drugs, and the one for which they 
are most often prescribed. Many 
physicians and dentists prescribe 
the tranquilizers to their patients 
to reduce fear in the apprehensive 
person. The use of the drugs en- 
ables the dentist to perform the 
operation with less difficulty, and 
enables the patient to face the op- 
eration fearlessly. 


Potentiate Other Drugs 

Many of these drugs potentiate 
the actions of analgesic and seda- 
tive drugs. Tranquilizers have 
been used in numerous cases to 
potentiate the actions of drugs in 
general anesthesia, thus cutting 
down on the amount of the anes- 
thetic to be used and increasing 
the safety of such procedures. 
Dentists and physicians also find 
these drugs useful in the potentia- 
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tion of analgesics and sedatives in 
cases of pre-operative or post-op- 
erative medication. The effect of 
relaxation and removal of fears 
seems also to potentiate the effect 
and durability of local anesthetics. 
This effect proves to be particular- 
ly beneficial for dentists. 

Many other actions of tranquil- 
izers can be described, such as the 
relaxation of skeletal muscle, an- 
tiemetic actions, antihistamine ac- 
tion, local anesthetic properties, all 
of which prove to be useful to the 
dentist. The relaxation of skeletal 
muscle can be of special usefulness 
as many patients become tense 
when seated in the dental chair. 
The antiemetic actions are also 
useful for obvious reasons to the 
dentist. The antihistaminic action 
may prove to be of some benefit 
following surgery or other more 
radical procedures. 

These drugs in general are read- 
ily absorbed into the gastro-intes- 
tinal track to make the oral route of 
administration the one of choice. 
In general it may be said that max- 
imum blood levels are reached in 
one to four hours, and the effects 
may last for several hours, depend- 
ing upon the drug used. These 
drugs generally undergo biotrans- 
formation and are not extensively 
stored. In some cases a small per- 
centage of the drug is excreted in 
the urine unchanged. However, 
the largest percentage is utilized. 

Patients have been treated with 
tranquilizers for periods up to 18 
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months and longer without any ill 
effects. A few of the drugs show 
complications such as dizziness, 
nasal stuffiness, edema, clinical 
hepatitis, and others; but these 
drugs are generally used to treat 
psychotics and are not recom- 
mended for dental use. Toxic doses 





The indications or advantages 
for the use of tranquilizers in den- 
tistry are many: 

1. Sedation, quietude, and tran- 
quility of the patient 

2. Relaxation of the patient 

3. Fearlessness on the part of 
the patient 

4. Potentiation of analgesics and 
sedatives 

5. Reduction of blood pressure 

6. Potentiation of anesthetics 

7. No loss of normal mental abil- 
ity 

8. Antiemetic effects 

9. Depression of parasympathe- 
tic-controlled secretions 

10. Antihistaminic effects 

11. Antiadrenalin action on hy- 
pertension induced by adrenalin 

12. Hypothermic effect 





are normally predetermined on ex- 
perimental animals and the recom- 
mended clinical dosage is set at a 
level far below this, but still at a 
level which will give the desired 
effects. 

There are a few contraindica- 
tions of which one should be seri- 
ously aware. They are as follows: 
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]. Tranquilizers are not always 
able to give results as strong as 
necessary or desirable for some pa- 
tients. In these cases they should 
be used in conjunction with small 
doses of a hypnotic drug. 

2. It is possible to develop a con- 
tact dermatitis if the operator han- 
dles enough of these drugs. How- 
ever, this is more dangerous for 
the pharmacist than anyone since 
he may handle large quantities of 
the drugs. 

3. It is not advisable to use the 
tranquilizers on patients under the 
influence of high dosages of the 
opiates, barbituates, or alcohol, 
since the tranquilizers potentiate 
the actions of these drugs. This is 


On 
Being 


Yourself 








the most important consideration 
in contraindications, and the den- 
tist should consult with the physi- 
cian before instituting treatment 
if the patient is under therapy with 
drugs. 

Tranquilizers have definitely 
found a place in dentistry, and as 
new advantages continue to be 
found their use can be expected to 
increase. In them, at last, is found 
an approach to the mental prepa- 
ration of the patient for accept- 
ance of dental treatment where 
other approaches or methods such 
as other drugs or psychology can- 
not be used. 

1084 Poplar Avenue 

Memphis 5, Tennessee 


UNFORTUNATELY, and to its own detri- 
ment, psychoanalytic theory has become, 
in effect, another ideology. By adhering to 
its ideological generalizations, it loses its 
therapeutic value for the human being. It 
forces the person who is being analyzed to 
accept and implement, through inverted 
reflection, a concept of his past which 
hardly allows him to be spontaneously un- 
selfconscious any more. It is quite self- 
evident that if we need anything desper- 
ately today, it is people who dare to real- 
ize themselves fully by interacting freely 
with their surroundings and hence pro- 
duce creative progress in our culture.— 
Psychosomatic Medicine. 
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By C. SHIELDS 


A SURPRISINGLY large number of 
dentists make New Year's resolu- 
tions. Fully 60 per cent of those 
questioned about this claimed they 
follow the practice with some reg- 
ularity each year. 

Even among those who insist 
“that idea went out years ago,” 
several admitted that they do use 
the end of the old year and the 
start of the new one to review their 
personal and professional lives. 
One of these, a dentist in his early 
thirties, believes that such a prac- 
tice brings about desirable adjust- 
ments even though not accompa- 
nied by any binding resolutions. 
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The dentists who make prom- 
ises to themselves around New 
Year's Day have no more than av- 
erage success in keeping their res- 
olutions. A practitioner who recog- 
nized his inability to remember 
names made and broke the same 
resolution three times before really 
applying himself to the promised 
correction. He resolved to devote 
ten to fifteen minutes a day to a 
book detailing a plan that would 
aid him in remembering his pa- 
tients by name. “For a week or two 
I would put in the promised 
amount of study time and apply 
the recommended instructions,” 
he explained. “Then I would skip 
a day or two and eventually drop 
the whole thing.” Finally he really 











esolve To..... 





ls there any value in a New Year’s resolution? 
Are such promises kept or broken? What do practicing 


dentists think of the idea? 


put his mind to the task, complet- 
ed the study and practice, and 
sharpened his association of faces 
with names. “I'm still not a mem- 
ory expert,” he agrees, “but I've 
made real progress—thanks to the 
repeated New Year's resolution.” 

This dentist's desire to improve 
his relations with patients is typi- 
cal of the resolutions made by 
many other men in the profession. 
A New York State dentist, for in- 
stance, has resolved to become 
more active in his local dental as- 
sociation. This, he feels, will not 
only help him render more com- 
plete and thorough dental care to 
each patient—by keeping him alert 
to all new and proved develop- 
ments—but will be a contribution 
he owes to his profession. 


Enlists Wife’s Aid 

A dentist in an industrial com- 
munity decided that during the 
coming year he would give more 
attention to keeping his working 
quarters as spotless as possible. As 
he explained his need for this res- 
olution, “It is easy to become ac- 
customed to your own disorder 


and fail to recognize that patients 
may see a possible health hazard 
in your unconscious neglect.” To 
make sure he keeps this resolution 
the dentist plans to have his wife 
make a periodic visual inspection 
“as protection against slipping 
back into some old and undesir- 
able habits.” 

As part of a public relations pro- 
gram a suburban dentist in a Mid- 
west metropolitan area intends to 
woo his patients through some 
nondental personal considerations. 
This man is conscious of being 
somewhat less than an extrovert, 
but is determined to force himself 
to say a word or two of congratu- 
lations when he learns of a pa- 
tient’s achievement in his personal, 
business, or social life. If the occa- 
sion calls for an expression of sor- 
row because of a loss, he intends 
to include the right words in his 
chair-side conversation. “This will 
not be easy in my case, but since I 
have convinced myself that it will 
help draw me closer to my patients 
I'll fight the uphill battle,” he says. 

For his New Year's resolution a 
Kansas dentist plans “to elevate 
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the standards of my profession by 
my every act and deed.” This man 
is aware that laymen seem to ex- 
pect more of him and his fellow 
practitioners than of the butcher, 
the baker, and others. He is not ar- 
guing that a dentist should go 
about giving evidence of being 
“holier than thou,” but rather that 
he show a serious health interest in 
his patients and an active concern 
for the civic health of the commu- 
nity in which he lives and prac- 
tices. “Maybe it’s a type of fish 
bowl living,” he agrees, “but it 
should pay off in personal and pro- 
fessional satisfaction—and _better- 
ment.” 


improve Professional Interests 

As indicated earlier, the dentists 
questioned about the idea of a 
New Year's resolution all thought 
of such a practice in terms of their 
dental activities. When a middle- 
aged practitioner was asked to ex- 
plain this he reasoned that this is 
natural for a professional man. 
“After all,” he pointed out, “a den- 
tist’s family enjoys its standard of 
living because of the father’s call- 
ing, also the family’s social posi- 
tion is likely to be influenced by 
the professional activities of its 
head.” Apparently a dentist recog- 
nizes these consequences of his oc- 
cupation and reacts automatically 
to protect or improve his profes- 
sional interests. 

A veteran dentist looked back a 
dozen years to recall a benefiting 


50 ORAL HYGIENE e JANUARY 1961 









































experience resulting from New 
Year's resolutions. He explained 
that during the six years prior to 
“the” resolution he had four young 
women as Office assistants. “A turn- 
over with such frequency is costly 
and inconvenient,” he learned, 
“and there is usually some reason 
for it,” the dentist added. 

In his quest for an answer he 
undertook a searching self-exami- 
nation and with some unwilling- 
ness admitted that he should ac- 
cept some of the responsibility. 
“In a New Years resolution I 
promised not to ‘take it out’ on my 
assistant when a patient was late 
for an appointment or slow in 
meeting his bill. I'm afraid I did 
this on occasions,” the dentist ad- 
mitted. He claims he did not 
change his ways overnight. “But 
apparently I improved,” he says. 
“My present assistant has been 
here for seven years.” 

When one lighthearted practi- 
tioner was asked about his prac- 
tices around the first of the year he 
smiled and pointed out, “A New 
Year's resolution calls for a distinc- 
tive type of courage. First of all 
you must admit to yourself that 
you are not perfect and you could 
benefit from some changes in your 
private and professional life.” 
Then he continued, “Also, a first- 
of-the-year promise is no better 
than the determination with which 
you back it. It is like cigarettes and 
strong drink. You must want to put 
them out of your life.” This practi- 








RESOLVES “BIT BY BIT” 





A dentist who realized his fee scale was lower than it should be, 
but feared patient reactions to a step-up in charges resolved to— 
and did—increase his fee slightly. “By moving up in easy stages 
patient displeasure was kept to a minimum.” 

When this same man planned to eliminate evening hours he 
started with a resolution not to schedule any new patients in the 
evening, and to spend only two instead of three evenings in his 


operating room. 


“T have also resolved to devote more time to ‘refresher’ study,” 


this dentist said. 


“And before it is too late I am going to gradually increase the 
percentage of my income going into savings.” 


tioner did not say whether he goes 
in for New Year's resolutions or 
not. 
But a Maryland dentist admit- 
ted he does. “You go over your 
books at the end of the year, why 
not check on yourself at the same 
time, he suggested. This man 
practices in a center city office. He 
expressed the conviction that a 
resolution made January first and 
possibly broken by February first 
should not be put aside for possi- 
ble renewal a year later. “After 


all,” he said, “this simply delays 
the enjoyment from the good re- 
sults of your intended improve- 
ment.” He further explained, “If a 
resolution gets away from you go 
back after it immediately, regard- 
less of the time of the year. You 
should have better luck on the sec- 
ond try because you will have the 
advantage of the earlier unfruitful 
experience.” 


413 Custer Avenue 
Glenolden, Pennsylvania 


CURRENT PROBLEMS IN NUTRITION 
IN THE Western world we seem to be suffering from the consequences 
of our bountiful diet—if our sweetshops and cakeshops, egg marketing 
boards and delicatessen stores were to be closed by edict there is little 
doubt that the incidence of atheroma would decline. We have, it would 
seem, to acquire new habits of spare eating, to convince ourselves that 
chocolate eclairs and orange layer cake are thoroughly distasteful ar- 
ticles of food.—The Journal of the Dental Association of South Africa, 


Cape Town. 
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By ARTHUR ELFENBAUM, 
BA, DDS* 


EvERY normal tissue in the human 
body has its own characteristic col- 
or. Variations in shade occur ac- 
cording to race, sex, age, time of 
day, climate, and personal consti- 
tution and temperament; but es- 
sentially a particular person's tis- 
sue colors remain constant in 
health. Any change in color indi- 
cates an abnormality in the cells 
which constitute the tissues and 
*Doctor Elfenbaum is Professor Emeritus 
of the University of Illinois and North- 
western University, Consultant in Diagno- 
sis and Treatment Planning at the Dental 
Training: Center of the West Side Veterans 
Administration Hospital, Chicago, and 


Courtesy Member of the Medical Staff at 
Michael Reese Hospital. 
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ColorChanges in the Oral Mucosa 




















may be a clue to the cause, local 
or systemic. 

Healthy oral mucosa is gener- 
ally assumed to be pink, but when 
examined closely it displays vary- 
ing shades of pink, depending on 
the tissue’s blood supply, its thick- 
ness, function, and the tenacity of 
the submucosal structures. The 
surface epithelial layer of the pa- 
latal mucosa, especially in the re- 
gion of the rugae, is a lighter pink 
because of its thickness and hor- 
nification, and it does not require a 
lavish blood supply. The adjacent 
soft palate, however, has a mucosa 
that is far from being hornified, 
and its rich vascularity gives it a 
much deeper pink color. 
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Observing color deviations in 





the tissues is a valuable aid in diagnosis. 


As soon as the mucosa is sub- 
jected to local irritants changes oc- 
cur in the cells, altering the color 
of the tissues. Biochemists main- 
tain that the changes are primar- 
ily evidenced in the molecular 
structure of the cells. Systemic fac- 
tors may also initiate color altera- 
tions in the mucosa. Sometimes the 
difference in color is pathogno- 
monic. Koplik’s spots, the bluish- 
white pinheads on an erythema- 
tous base, which appear on the 
buccal mucosa are prodromal of 
measles. The eruption on the skin 
appears 24 to 48 hours after the 
bluish spots occur in the mouth. 
On the other hand, an abnormal 
red oral mucosa may accompany a 
multitude of diseases. 

The purpose of emphasizing the 
importance of observing color 
change in the oral mucosa lies in 
its use as an aid to diagnosis. By 
building a syndrome of other signs 
and symptoms around it, the den- 
tist will develop the habit of ob- 
serving every possible guide to the 
etiology of the change. At first the 
mental process involved in the es- 
tablishment of a correlation is dif- 
ficult, but eventually the irrelevant 
is discarded and the appropriate is 
soon recognized until the diagnos- 
tician develops hunches, often 
called the sixth sense, and he is 
said to be blessed with intuition. 


One cannot be dogmatic about 
the association of specific color 
changes in the soft tissues of the 
mouth. A change to red because 
of a bite may turn to bluish-black 
as the submucosal blood clot 
forms, and if the patient has a se- 
vere leukopenia, there are not 
enough leukocytes to come to the 
body's defense; the lesion may 
turn yellow as the tissues become 
necrotic. 


Inflammatory Process 

The commonest color change in 
the oral mucosa is the redness of 
an inflammatory process, a local 
reaction to any kind of irritation. 
The blood vessels in the area be- 
come engorged. The first evidence 
of an acute inflammation of the 
gingivae is the reddening of the 
interdental papillae. A red patch 
in the mucosa not associated with 
a local irritant, may be a heman- 
gioma, a petechia, or an ecchymo- 
sis. A hemangioma is a collection 
of blood vessels which give the 
area a reddish-blue, almost a pur- 
ple color. Petechiae are small scar- 
let red spots in the submucosa due 
to the escape of blood through the 
vessel walls; they should alert the 
dentist to the possibility of a blood 
dyscrasia. When the extravasation 
of blood becomes extensive and 
the petechiae form a cluster, the 
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discoloration is a darker red ecchy- 
mosis (Greek for “squeezed out”) 
which is also known as purpura. 

The redness of the gingivitis and 
gingival tumors which occur in 
pregnancy are manifestations of 
hormonal changes. They frequent- 
ly disappear after parturition when 
the hormonal balance is restored. 

Red fungiform papillae on the 
tongue and the fiery red surface of 
the painful, burning tongue are of- 
ten attributed to a vitamin B com- 
plex deficiency, pernicious anemia, 
hormonal imbalance, emotional 
upsets, or to a combination of all 
these and probably of other com- 
plicating factors. 

When the entire mucosa of the 
mouth is cyanotic, a bluish-red, the 
causative factor is systemic, gen- 
erally a disease which prevents the 
hemoglobin in the blood from car- 
rying oxygen to the tissues. It is 
seen in heart failure, pulmonary 
disease, and polycythemia. 

A reddening of the oral mucosa 
is also seen in allergic reactions 
and in upper respiratory infec- 
tions, but in the latter the patient 
usually has a fever and the organ- 
ism may be identified in a smear 
culture. 


White Oral Lesions 

In recent years the dentist's in- 
terest in whitish oral lesions has 
increased, since a number of them 
are the early manifestation of can- 
cer. Leukoplakia may be initiated 
by a local chronic irritant, espe- 
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cially if the patient has a hormonal 
or nutritional deficiency. Hot spic- 
es may be as guilty as tobacco. The 
entire mouth may develop a whit- 
ish-gray cast, or actual patches 
may be seen. At first, the irritant 
causes a piling up of the surface 
epithelium. The increase in the 
number of cells is known as hyper- 
plasia, and, because the surface 
feels harder, it is also known as hy- 
perkeratosis. A reversible condi- 
tion may be possible if all the irri- 
tants are removed and the patient's 
general health is built up. When 
the cells of the deeper epithelium 
begin to increase and harden be- 
fore they are fully mature (dys- 
keratosis), reversibility becomes 
improbable. If the squamous cell 
carcinoma stage is reached, the 
leukoplakia develops into an irre- 
versible cancer. 

In view of the seriousness in- 
volved in leukoplakia, it is little 
wonder that dentists are suspicious 
of all white oral lesions. Lichen 
planus, however, is not malignant. 
In its commonest form it sprawls 
over the mucosa like a piece of 
white lace. It is often accompanied 
by violaceous lesions on the skin 
and it occurs mostly in people who 
are emotionally disturbed. 

Moniliasis is also often suspect- 
ed of being cancerous, but it is an 
infestation of the Candida albicans 
fungus. It is milky in color, fuzzy 
to the touch, and the growth can 
usually be removed. In children it 
has long been known as thrush. 
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When the oral mucosa is burned 
by the local application of aspirin, 
toothache drops, or other chemi- 
cals, a white lesion is formed and 
often causes a cancerphobia in pa- 
tients. The history should allay the 
fears of both patient and dentist. 

An all-over pallor of the mucosa 
suggests anemia, but if the tissue 
is dry, it may be the result of 
mouth breathing. Because the in- 
tegrity of all epithelium is often 
diminished in the climacteric pe- 
riod, the oral mucosa may become 
pale and dry, and even well-fitting 
dentures may inflict sore spots. 

Vincent’s infection (necrotic ul- 
cerative gingivitis) has a charac- 
teristic gray membrane. The well- 
known canker sore (herpes sim- 
plex) is usually identified by a 
gray ulcer surrounded by a red 
ring. 

Fordyce’s granules are raised 
yellow spots found mostly on the 
buccal mucosa, seen more plainly 
when the corner of the mouth is 
stretched and the tip of a finger 
pressed against the outside of the 
cheek. They are considered to be 
normal sebaceous glands but be- 
yond their usual location (ecto- 


pic). 





The brown pigmentation seen 
in the mouths of dark-skinned peo- 
ple is a normal deposition of me- 
lanin and is related to the color of 
the skin rather than to the person’s 
race. However, when abnormal 
melanin spots develop in the oral 
mucosa—and the dentist, not the 
patient, may be the first one to no- 
tice it—it may indicate the onset of 
Addison’s disease (hypoadrenal- 
ism), or intestinal polyposis. On 
the other hand, if a dark-skinned 
person begins to lose the melanin 
pigmentation, it usually evidences 
the beginning of vitiligo in which 
patches of the skin gradually 
bleach out. 

There are many more color 
changes which a dentist may ob- 
serve in the oral mucosa, from the 
innocuous blue spot over an em- 
bedded fragment of amalgam to 
the black and deadly gangrenous 
lesion of noma, but enough has 
been said to warn the dentist to 
pay attention to mucosal color 
changes and to differentiate the 
conditions which may produce 
similar discolorations. 


431 Oakdale Avenue 
Chicago 14, Illinois 
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By CHARLES L. LAPP, PhD, and JOHN W. BOWYER, DBA* 


Give Your Patients A Chance ‘to Talk 

In your relationship with patients when they are in your chair and re- 
ceiving treatments they have little opportunity to say anything. There- 
fore, when the patient is free from instruments give him a chance to talk 
that is, if he seems inclined to say something or to ask a question. 


Patients Tell Why They Like Their Dentist 

“My dentist hangs the x-rays up in front of me when he is working 
and shows me what he is doing. This also makes me feel confident that 
he is doing careful dentistry, because from time to time he checks the 
x-rays as he is drilling.” 

“The pleasant surroundings in the office of the dentist I have recent- 
' ly been going to have made going to the dentist less of a dreaded ex- 
| perience. 
' “Tl like my dentist because before I leave after one appointment he 
' sets up my next appointment rather than calling me later.” 
- “The dentist I go to is quiet and reassuring.” 

“The dentist I visit is up to date and has all the latest equipment.” 

“My dentist appears to do everything with ease and never seems to 
get excited.” 


Have You Faced Up to Some Fundamental Decisions? 

What is your philosophy as to what constitutes satisfactory dental 
service? 

Are you willing and do you feel you should perform dental service 
that is below par for patients who want no more? 

How many and what type of patients do you have? Do you want 
more or less and of a different type? 

How much do you want to gross and how much do you want to net 
from your practice? 

Are there time-consuming activities relative to your practice that you 
could turn over to someone else? 

Would a downtown or suburban location more nearly bring you the 
type and character of practice you prefer? 

Do you prefer to be alone, or associated in a building with other 
dentists and medical men? 


*Doctor Lapp is Professor of Marketing; Doctor Bowyer is Associate Professor of Finance, 
Washington University, St. Louis, Missouri. 
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Do you feel you should charge a standard fee for the same dental 
service; charge on the basis of time required; or vary your fees accord- 
ing to the patient's ability to pay? 

Would an assistant or more auxiliary personnel add to your net and 
improve your dental service? 

Is your schedule of days at the office and office hours really what you 
like, or have you maintained them just by custom and habit? 

Do you have a sufficient change of pace in your life to avoid boredom? 

How much time do you devote to charity cases? 

How much time do you devote to your own self-improvement? 

How much time do you spend in improving your profession? 

Have you set your practice up on a cash, credit, or budget basis? 

Have you investigated any of the bank credit plans? 

Have you talked to dentists who have retained consultants to assist 
them with the business aspects of their practice? 

What have you done and what are you doing to raise the dental IQ 
of your community? 

Do you have a balanced, well-thought-out program for retirement? 


Are you investing time and money to improve the dental service you 
offer? 


How To Prevent Tension 

One of our readers recently wrote and asked us for our comments on 
how to prevent tension. 

To keep operating at your maximum efficiency, you should dispel 
tensions before they have a chance to build up. Usually, tension is 
localized in the neck, shoulders, and back. The trick is to loosen your 
muscles in these areas before they become too tight. Here are six easy 
actions you can take to prevent tension from beginning to build up: 

1. Shrug your shoulders two or three times every time you finish some 
action such as signing a letter, hanging up a telephone, or getting up 
from a desk. 

2. Take a deep breath every time you sit down. 

3. Lean back and stretch hard at least once every half hour. 

4. Place you hands on opposite sides of a doorway and push side- 
ways every time you go through. 

5. Bend down and touch your toes every time you get up from your 
chair. Let your arms and shoulders then fall loosely. 

6. Tighten every muscle by clinching your fists and pushing with 
your feet against the end of your bed. Then relax. Repeat a number of 
times and you will soon be asleep. 
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Those “Last Expenses” 

The insurance man’s language always refers to the costs of settling a 
man’s estate, and bills and debts, as last expenses. His point is that a 
certain amount of life insurance is needed to cover these expenses. It 
has been estimated that roughly 20 per cent of a $10,000 estate is used 
in the payment of unpaid income taxes, inheritance taxes, legal, and 
other fees. About the same percentage is experienced in estates up to 
$25,000; and then the percentage of the estate expended for last ex- 
penses declines. 


Does Your Mail Make the Right Impression? 

The “right” impression is important to professional men, because the 
average layman cannot properly judge professional competence, and 
relys on impressions in selecting the men from which he purchases pro- 
fessional services. One of the important impression makers is your mail. 
A recent check of correspondence by a St. Louis direct mail firm noted 
the following deficiencies: (1) bad spelling, (2) ragged margins, (3) 
fingermarks, (4) crowded pages, (5) smeary type, (6) poor paragraph- 
ing, (7) improper punctuation, and (8) unsightly envelopes. Check 
your mail to see if it creates the right impression. 


Drive Another Person’s Car—Your Liability 

Your liability depends on the terms of your policy and state law. 
There may be many times when you have an occasion to drive another 
person’s car. If at a party your car is blocked in the drive and another 
person says, “take my car” to run the errand, you cannot check his cov- 
erage to see if it insures you against any liability you may incur. Check 
your own policy now to see if you are covered while driving the car of 
another. 


Lower Insurance Premiums 

Insurance companies are constantly trying to reduce costs, including 
claims. Lower costs result in lower premiums. Here are some of the 
ways that costs are being reduced: 

1. Package houseowner's policies which combine fire, theft, and lia- 
bility coverages on your house, automobile, and person. 

2. Lower premiums for owners of compact cars and complete ab- 
stainers from alcoholic beverages. 

3. Higher deductible provisions, such as $100 or $200 deductible on 
auto collision insurance. 

4. Good driver credits on automobile insurance. Accident-free driv- 
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ing without serious traffic violations may reduce premiums by 20 per 
cent. 


The Stop Loss Order 

The stop loss order has become popular due to a recent book on how 
one man made a million using a technique which included the use of 
stop loss orders. These orders do not necessarily stop losses. Suppose 
you put in a stop order to sell at $25 per share. If the stock goes up in 
price, your stop loss order will not be executed. If the stock drops to 
$25, your order will be executed, the stock sold, at $25 or at the best 
price that can be obtained below $25. It is possible you could receive 
considerably less than $25 per share. 


Plan to Live on Less at Retirement 

Many people feel that they have a right to live in a manner to which 
they have become accustomed. You must face up to reality, because few 
people are able to accumulate enough to live as they would like after 
retirement. A study of the Social Security Administration shows that 
more than 20 per cent of all couples over 65 have no liquid assets, and 
over 80 per cent have less than $10,000 in liquid savings. They just 
have not saved any retirement fund which would enable them to have 
a retirement income approaching their present income, even with Social 
Security. Paul Hightower said recently in his widely syndicated column 
“Senior Forum” that, “You adjust to what you must, or you whine your- 
self to death.” 

Washington University 

St. Louis, Missouri 


THE ART OF HEALING 

Hypnosis . . . is in one of its periodic revivals. Better than trying to put 
the patient into a trance, is unplanned “suggestions,” faith and confi- 
dence inspired in the patient by the kind of man his physician or dentist 
is, and an instinctive rapport between the two. Methods of treatment 
which ordinarily succeed fail when doctor-patient understanding is 
absent; less certain therapies work well when trust prevails. This is not 
a technique to be studied, a set of rules to learn. It is an art to be de- 
veloped. Some men have a natural “bedside manner,” and people love 
and trust them. Others annoy and make sympathetic understanding 
difficult. The physician who possesses this quieting power needs far less 
aid from anesthetics and drugs. He is the remedy.—A. B. RirFLe, DDS, 
US Armed Forces Medical Journal 
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No You Know 
Something 





About Dentistry! 


By ROLLAND C. BILLETER, DDS 


Ouiz 196 


1. Why is it important to keep 


the bottle containing silicate 
cement powder tightly stop- 
pered? 


. True or false: It is better to be 


too early than too late in start- 
ing orthodontic procedures 
that depend on facial growth 
for their maximum effect. .. . 


3. Malignant changes in dental 


and dentigerous cysts are (a) 
common, (b) rare......... 


o 


10. 




























Are patients with erosion ben- 
efited by increasing the cal- 
cium content of the blood? . . 


. «©. 2-22 & eo oe @. 6. 2-O@ OS. 2 O6.e ee. eS 2S 4S 


. Shrinkage (a) decreases, (b) 


increases, with increased bulk 
of rubber impression mate- 
rials. 


. Is debris in the mouth an im- 


portant factor as a related 
cause in periodontal disease? 


oe e@ €4 & & @& ae wera se - 6 Che ew 24 & & SS 


. Immediate dentures are indi- 


cated for virtually all patients 
if (a) age, (b) general health, 
(c) esthetics, permit. ...... 


. Is it wise to excise a pregnancy 


tumor before parturition? .. . 


=. = &@& 2 @2 8 & 8 8s. €. 2 6. 6) 8. © GG Oe SS 


. True or false? To anesthetize 


the lingual alveolar, lingual 
and long buccal nerves, the 
pterygomandibular space is 
the ideal site to deposit the 
anesthetic agent. .......... 


The (a) high, (b) low, volt- 
age electric pulp tester is more 
I x  v.o se cae edad 


oe @ @2.2- 84:48 06079 28 2 82.9 2B Ce Ce. 2 ee 


FOR CORRECT ANSWERS SEE PAGE 90 
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The law allows you to reduce your j 
interest, taxes, extraordinary medical and,” 
items, provided you itemize them on yo 
refer to pages 8, 9, 10, and 11 of this pa 


STEP 3 The law also provides a “standard: 
The Tax Table on page 16 automaticg’ 
Claiming Your P 9 
Deductions than $5,000. The standard deductie 


income on line 11, page 1 of the iy 
separate return). It will be wise 
deduction to see which method } 


DETAILED INSTRUC} 








Some expenses you can claim—some you cannot. 


By HAROLD J. ASHE 


IN AN INDIRECT Way, the Treasury 
Department encourages business 
travel by business taxpayers. This 
includes attendance at dental so- 
ciety conventions. Such travel and 
convention expenses may be de- 
ducted as a cost of operating a 
dental practice. These expenses 
have the effect of reducing the net 
cost of professional travel and con- 
vention attendance. The net cost 
depends on the highest tax bracket 
to which any part of a dentist’s ad- 
justed gross income is exposed. 
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However, the Internal Revenue 
Service is becoming more critical 
of certain travel deductions. It is 
examining such deductions more 
carefully, often demanding sup- 
porting evidence to show the busi- 
ness purpose served by the outlays 
deducted. This is an area in which 
there is widespread abuse. 

Professional travel, generally, 
has a built-in incentive, a profit 
motive. This is certainly true of 
convention attendance, although 
this element may be played down 
by those attending. Considering 
the other advantages of attending 
a professional convention, the in- 
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vaxnoense Deductions 


sme tax concession may well tip 
the scales heavily in favor of going. 

For example, if a dentist is in 
the 26 per cent individual income 
tax bracket, the net cost of attend- 
ance will be 74 per cent of his de- 
ductible convention outlay. The 
higher the tax bracket of a dentist, 
the lower his net cost. These sav- 
ings are a sort of jackpot bonus for 
convention attendance over and 
above other benefits that accrue. 

Some expenses are not deducti- 
ble. This income tax concession 
should not be misconstrued. The 
mere fact that a dentist is away 
from home, attending a profes- 
sional society meeting, does not 
create a business purpose for all 
expenditures made. Some expen- 
ditures are nonprofessional and 
personal in nature, regardless of 
the geographic location of the 
spending or the primary purpose 
for being there. In the category of 
nondeductible expenses are night 
club tabs, tickets to shows, and 
other places of amusement. While 
such activities are commonplace in 
conjunction with attending con- 
ventions, this does not give such 
outlays even the color of a business 
purpose. No professional benefit 
can be shown. 





On this point, a ruling in the In- 
ternal Revenue Bulletin points 
out: “Where opportunities exist 
for personal vacationing in connec- 
tion with business trips or the at- 
tendance of business or profes- 
sional conventions, and especially 
where the taxpayer is accompa- 
nied by one or more members of 
his family, it is apparent that ex- 
amining officers of the Service 
have a duty to give especially care- 
ful scrutiny to deductions taken in 
returns for the expense involved 


It is also necessary, the ruling 
points out, “to determine what 
portion of the total expense is de- 
ductible as an ordinary and neces- 
sary business expense and what 
portion represents nondeductible 
personal or living expenses.” 

Wife's expenses nondeductible. 
Usually, expenses of a wife accom- 
panying her husband on a business 
trip are not deductible. While it is 
customary for wives to accompany 
husbands to professional conven- 
tions, the Internal Revenue Serv- 
ice ruling emphasizes that this is 
not necessary to the conduct of a 
profession or business. 

Tax break. This ruling is soft- 
ened in practice. Lodging cost for 
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a couple is usually less than twice 
the single rate. Transportation cost 
is also sometimes less than double 
the single rate. The Internal Reve- 
nue Service permits a taxpayer to 
deduct the single rate for transpor- 
tation and lodging which, gener- 
ally, will be the larger part of total 
outlay for these two major expens- 
es. This may make the out-of- 
pocket cost of a wife attending 
negligible. 

Sightseeing. While at a conven- 
tion, a dentist may engage in local 
sightseeing, entertaining, and vis- 
iting, unrelated to his profession. 
The ruling points out that “the ex- 
penses paid for local sightseeing, 
entertaining, and visiting . . . are 
deemed to represent nondeducti- 
ble personal expenses.” Pre- or 
post-convention activities are also 
nondeductible, even if incidental 
to convention attendance. 

Casual professional activity. A 
good many dentists may plan a trip 
which serves both a professional 
and a personal purpose, such as 
an extended vacation. In such cir- 
cumstances, a dentist should exer- 
cise considerable care. If the trip 
is primarily personal, with the pro- 
fessional aspect of it only inciden- 
tal, no part of the total expense 
may be deductible. Says the rul- 
ing: “Where the purposes of a trip 
are primarily personal, the entire 
expense involved will be treated as 
nondeductible personal or living 
expenses, even if the dentist en- 
gages in some incidental profes- 
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sional activity during the trip. 

On the other hand, incidental 
nonbusiness activity does not bar 
deduction of professional expenses 
of a trip primarily taken for pro- 
fessional reasons. 

Credit cards. Contrary to com- 
mon belief, credit card billings are 
not in themselves evidence of the 
business nature of expenses so 
charged. A good many persons 
have secured credit cards in the 
naive belief that expenditures so 
made are beyond examination by 
the Internal Revenue Service. The 
IRS takes a dim view of the deduc- 
tions of such billings. It insists 
such expenses must meet the same 
tests as when credit cards are not 
used. 

Arbitrary withdrawal. Before 
departure for a convention, a den- 
tist may cash a check for an arbi- 
trary amount calculated to defray 
his business travel expenses. He 
may immediately enter such a sum 
as a professional expense. As with 
credit card billings, such a deduc- 
tion is subject to proof of its busi- 
ness nature. In fact, such an 
amount may be less or more than 
the amount of the deductible ex- 
penses incident to professional 
travel. 

Keep a record. In anticipation 
of deducting business travel and 
convention expenses, a dentist 
should build a record of deducti- 
ble outlays. Whenever possible he 
should get receipts, such as hotel 
statements. If accompanied by 
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family members, such bills should made in the dentist’s annual indi- 


note the single rate. Amemoranda vidual income tax return, these 
should be kept of outlays for data should be retained. At some 
which receipts cannot be obtained, _ later date they may prove invalu- 
such as meals, and tips. Transpor- able in supporting the deduction 
tation costs should be noted. A _ claimed. 
mileage formula, if reasonable, 
may be used, if travel is by car. PO Drawer 307 

Even after the deduction is Beaumont, California 


Rules 
To Help 
Prevent 


Malpractice Suits 


1. Avoid arguments with patients who 
complain of grievances real or fancied. 

2. Keep complete and accurate records. 

3. Refrain from guaranteeing or even 
promising perfect results. 

4. Follow approved methods of prac- 
tice. 

5. Be as careful in your postoperative 
treatment as in the main operation. 

6. When faced with an extraordinary 
situation, do not mark time, delay, or oth- 
erwise avoid the issue. Face it squarely 
and, if in doubt, call in another dentist for 
consultation, preferably a specialist in the 
particular type of treatment. 

7. Never conceal any important fact 
from your patient, even when you may 
fancy the patient will never discover the 
error or poor result. 

8. When confronted by a serious ques- 
tion of law pertaining to the practice of 
dentistry you should seek the advice of the 
Dentists’ Legal Protective Association be- 
fore making any statement, either written 
or oral. 

9. Do not criticize another practitioner's 
services. 

10. Use diligent care in the handling of 
caustic medicaments, instruments, burs, 
and discs.—WeEsLEY J. Dunn, DDS, The 
Journal of the Canadian Dental Ass'n. 


ORAL HYGIENE e JANUARY 1961 65 













































4 





Cdtbeoid Comment 


—- 


**Give me the liberty to know, to utter, and to argue freely 
according to my conscience above all liberties.”’ John Milton 
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WHEN DENTISTS BARGAIN WITH UNIONS 


DENTAL treatment is one of the fringe benefits that some unions are 
offering their members. This form of benefit will be in increasing de- 
mand. Dentists and dental associations should develop experts who can 
hold their own with the skilled bargaining agents of the unions. 

If dentists follow their usual “do-it-yourself” custom and call on in- 
expert and ineffective representatives, we will find that the case of 
dentistry is not properly presented before the unions. There is some- 
thing about dentists that makes them feel that they are experts and 
authorities in all fields of endeavor. Physicians suffer from the same 
kind of inflated ego. 

The experts who represent dentists should be able to present the case 
for dentistry in some such form as this: 

1. Describe and explain the nature of dental disease to the union 
representatives. 

2. Demonstrate the various treatment approaches to dental disease. 

3. Show that each case is unique and that no two cases can be man- 
aged in exactly the same way. 

4, Explain that this uniqueness means that each case requires indi- 
vidual attention and judgment and therefore “stock” treatments cannot 
be effective. 

5. Emphasize that the success of any dental treatment is a qualitative 
measurement rather than a quantitative one. For example, one carious 
lesion treated properly is better for the patient than three lesions that 
are treated carelessly. 

6. Make clear that dental treatment cannot be measured in the num- 
ber of cavities that are restored. How they are treated is the important 
issue. 

7. Finally, illustrate that “cheap” dentistry done at low fees or for 
inadequate salaries is not the kind of professional attention that the 
union members and their families are entitled to receive. 
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After the experts who represent the dental profession have stated 
their case and adequate fee or salary schedules have been arranged, 
there is still work to do. The representatives of dentists must be pre- 
pared to supervise the services that are rendered to be certain that the 
unions are receiving the quality of dental care they are entitled to re- 
ceive under the contract. 

Some dentists will resent this implication that dentists may require 
supervision. We are all quite aware that some dental treatment is less 
than perfect and that some dentists are a step or two beneath the angels. 
Poses of self-righteousness and pompous pride will fool no one. 

If union funds are used to pay for dental care, union officials must be 
assured that they are getting their money's worth. There should be noth- 
ing distasteful to dentists in this principle. If the unions agree to pay for 
good dental care and accept high standards of treatment, the dental pro- 
fession must accept the responsibility of seeing that these standards are 
fulfilled. The dentist who gives honest service will not resent some 
supervision; the dishonest dentist will scream that his professional in- 
tegrity is being questioned. 

In any negotiations with unions the clinic form of treatment versus 
the service-in-private-office type will be under discussion. There are ar- 
guments on both sides. The experts who represent dentistry must be 
prepared to offer facts to demonstrate the economies and efficiencies of 
both sides. 

Union negotiators are skilled and effective when they present their 
case before management. They will be no less skillful when they bar- 
gain with dentists. Now is the time for dental societies to train their 
negotiators. 


Ltr aed Hye 
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TECHNIQUE of the Month 


Originated by W. EARLE CRAIG, DDS 








Chair-Side Indirect-Direet 


Inlay Teehnique 


By JOSEPH J. SAKMAR 


Drawings by Dorothy Sterling 
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Prepare the tooth for the 
inlay. Using a grommet- 
reinforced copper tube, 
take a silicone impression 
of the preparation. 





Using a syringe, fill the 
silicone impression with 
rubber-base material to 
form an elastic die. (Or 
you may use rubber-base 
material for the impres- 
sion and silicone for the 
die, if you prefer.) 





Wax the inlay on the elas- 
tic die. No lubricant is 
necessary. Try the wax 
pattern in the mouth, 
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Sprue in the usual man- 
ner, but add a loop of 24- 
gauge orthodontic gold 
wire (to serve as a handle 
for easy seating and re- 
moval of inlay). Invest 
and cast. 





Try the inlay in the 
mouth. Make a model in 
stone or by electroplating 
the original impression. 
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Place the inlay on this 
stone model. Trim and 
polish the inlay and ce- 
ment it in place in the 
mouth. 
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Bosworth Bridgemates #7 
areal Savings p ‘ 


2 Cans Supergel . $6.75 
1 Tru-Kit .... 10.00 
Value .. $16.75 | 
You pay only 15.00 
Saving $1.75 Rane 


Dealer 







j 


HARRY J.  pemsceep COMPANY 


Creative Products for Modern Dentistry : Chicago 5, Illinois 
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There’s no waste motion in your Ritter-equipped 
operatory. The Ritter Century Unit puts every- 
thing at your fingertips, including the ultra-high- 
speed Borden Airotor that cuts cavity 
preparation to a fraction of its former time. 
Your patient relaxes in the comfort of the 
Fuphorian Chair, in your choice of positions for 
easiest access. The AcuVision Light floods the 
oral cavity with “‘cool”’ light, filters out the 
enervating infra-red heat rays. You can perform 
more dentistry per day, yet feel fresher when 
you're through. Just see your Ritter dealer 

or send coupon. 


le 
Ritter &.2) Company Inc. 


RITTER PARK « ROCHESTER 3, NEW YORK 
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| Ask Oral Hygiene 


se send all correspondence for 
this department to: 

Editor, Ask Oral Hygiene, 708 
Church Street, Evanston, illinois. En- 
a stamped, addressed envelope 

a personal reply. If x-ray films 
sent, they should be protected 
cardboard. We cannot be re- 


| ponsible for casts or study models 
‘that are mailed to this department. 


Dentures and Pressure Areas 

Q.—I would appreciate your diag- 
nosis of the following case: the pa- 
tient is a 50-year-old man, and an ex- 
traction of lower right and left pos- 
teriors was done approximately 20 
years ago. About three months ago, 
the ridge and buccal tissues began to 
swell so he left his removable denture 
out for 2 or 3 days and the swelling 
repeared. However, shortly after 
that the same condition recurred. The 
area is soft and palpable and resem- 
bles an abscess. The left side seems to 
be normal. What is your opinion?— 
L.E.S., Louisiana 

A.—The area of tissue swelling 
experienced by your 50-year-old 
man patient is most likely a result 
of a pressure spot from wearing 
the partial denture. This pressure 
area could either be due to a high 
spot in the bite or an artifact (ex- 
tra denture material) in the den- 
ture. The area receiving the stress 
became inflamed and secondarily 
infected. 

(Continued on page 74) 








STOP 
END-OF- 
DAY 
FATIGUE 


WITH... 


<8 RITTER 
CENTURY UNIT 
Now featuring ultra-high- 
speed Borden Airotor as 
built-in equipment. So com- 
pact—notched cuspidor arm 
swings closer to chair for 
smaller operating area. So handy—all in- 
struments in single unit, within effortless 
reach. 


RITTER EUPHORIAN CHAIR 


“Fitted” to the patient...gives 

complete body support 

with weight evenly dis- 

™, tributed. Touch-of- 

“Ss?  the-toe elevation 

—. and tilt, slide-away 

——— Ss arm rests are features that 

bring greater operational efficiency and 
pleasanter practice days for you. 


CASTLE 
ACUVISION 


Exclusive Transtherm cooling keeps 
heat from you and patient. Exclusive 
High Visibility lighting from 28 dif- 
ferent angles—you can block out more 
than half the beams and still see 
perfectly! 


Ritter /CastLe ...FiNER PROFESSIONAL EQUIPMENT 


B Ritter Gy loos sp 


RITTER COMPANY INC. 
3801A Ritter Park, Rochester 3, New York 


Please rush information on [] Century 
Unit [] Euphorian Chair [1] AcuVision 
Light [] Century X-Ray. 


NAME 





ADDRESS 





~ ma’ 











H\OUR NEW 


NEEDS 
EXTRA HELP... 


Many dentists have found patients need help in learning 
to use new dentures successfully. For this purpose the 
ethical Wernet products increase stability and reten- 
tion so that the patient gains confidence more quickly. 
Complaints are replaced by appreciation for your help 
in the difficult task of mastering new dentures. 


Now, when you recommend Wernet’s you can offer 
your patients a choice based on individual preference 
—Wernet’s Powder or Wernet’s Adhesive Cream. 
Whichever they select, you may be confident it is a 
product of highest quality, ethically presented, pro- 
fessionally accepted. 


Let Wernet’s help your new denture patients—and 
help save productive chair time. 


WERNET’S POWDER 


WERNET’S ADHESIVE CREAM 


Professional samples available on request. 
Recommended by more dentists than any other 
denture adhesive. 


BLOCK DRUG COMPANY, INC. 
105 Academy Street, Jersey City 2, N. J. 


QUALITY PRODUCTS FOR DENTAL HEALTH 


















I would suggest you have an 
oral surgeon check the tissues clin- 
ically and, if necessary, make a bi- 
opsy to rule out the possibility of 
malignancy. 


Effects of Lemon Juice 

Q.—It has come to my attention 
that the lecturer in dietetics at one of 
our leading nursing schools has rec- 
ommended taking hot water and lem- 
on juice in the morning. It has been 
my clinical experience to see the teeth 
denuded of enamel following this 
procedure. What is your opinion? Al- 
so I would like to know if this has 
been recorded in the literature and if 
so where? 

A.—There seems to be evidence 
that the daily use of lemon juice 


tends to decalcify the teeth. This 


is particularly true if the lemon 
juice is taken without a meal, 
However, it has been shown that 
decalcification varies in different 
subjects; some patients showed 
marked decalcification after only 
a few months of use, while others 
showed less decalcification after a 
period of one year. This variation 
may be due to differences in 
amount of and buffer capacity of 
saliva. 

Since the improper use of lemon 
juice is presumed to be harmful, it 
would be my suggestion that other 
sources of vitamin C be used. 

You might be interested in an 
article on this subject appearing 

(Continued on page 76) 



























“PROGRESSIVE-HISTORY" 
ee ~X-RAY 
MOUNTS 


A convenient, eco- 
nomical, time-and- 
space saving way to 
keep X-Rays. 

Use for 5 sets of 
Bite Wing film (all 
on one mount). 
Each set of films 
has a date line. 
Used for any peri- 
odic program. 

Mounts are avail- 
able for No. 3, No. 0 
childs, and regular 
periapical size film, 
in either Trans 
View (clear matt) 
or Dare View (black 
plastic). 

Order from your dealer, or write for descrip- 
tive literature. 


Greene Dental Products, Inc. 


6835 Tujunga Ave., North Hollywood, Calif. 
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ORTHODONTICS 


@ The next postgraduate course in 
orthodontics for the general prac- 


titioner will start on May 8, 1961. 


@ A limited number of applications 


will be accepted. 


@ For further information write: 


THE DEWEY SCHOOL 
OF ORTHODONTIA 


Dept. O 
17 Park Avenue, New York 16, N.Y. 


Chartered by The Board of Regents 
= _ University of the State of New 
or 
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VIBRACENTRIL 
EQUILIBRATION 


—a revolutionary new concept in the development 
of a stabilized centric occlusion in both natural 
and artificial dentition. 


The EQUILIBRATOR (for natural dentition) 
retrudes the condyles into proper position, and, 
by vibration and a special abrasive (Abrasi-Gel), 
gently grinds-in points of interference. 


The ARTICULATOR (for artificial dentition) 
works in much the same way to secure centric 
occlusion, and features a new, care-free plaster 
mounting-assembly. 








Write for complete information. 


TheWARWEC Company 


P. O. BOX 11662 * PITTSBURGH 28, PA. 























DOCTOR? 


Are you turning away 
patients because your 
present laboratory 
does not make chil- 
dren’s appliances? 
Contact us for tooth 
guidance spacers, re- 
tainers, habit appli- 
ances, lingual appli- 
ances, positioners. 


All phases of laboratory 
work by mail. 


[] Children’s Appliances 
Fine Crown and Bridge- 
work 


Porcelain and Plastic 
Jackets 


a ae a 


Micro-Bond (Porcelain 
Bonded to Precious 
Meta 


Luxene Teeth & Denture 
Material 


Cj 

[] Hagman Balancer Set Ups 
C] Vitallium 

C) V. S. E. Stress Eliminator 








LYND BROTHERS DENTAL LAB. 


2211 W. Compton Bivd., Gardena, California 
For information, prices and services, fill in and mail. 


Dr. 
Address 
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Over 12,000 Dentists Approve . . . Best by Test 


AIR TURBINE 


MAINTENANCE 
KIT 
for BORDEN AIROTOR 
and 


WEBER AIR-TURBINE 
Copyright 1958 
Pat. Pend. 


oe . 
7 ee a # re 


NOW ... 


DO IT YOURSLF... 


Save $85. or more per year! 
Maintenance worries disappear 
with the use of the ‘‘Union Broach 
Air Turbine Maintenance Kit.” 


PRICES: 

The Air Turbine Maintenance Kit consists of: 

Set of Tools and 3 Sets of 2 Bearings ____- $60.00 
After initial expense for tool the change-over 
refills of bearings are: 

Pkg. of 3 Sets of 2 Bearings for BORDEN* $36.00 
Pkg. of ; Sets of 2 Bearings for WEBER* $45.00 
Pkg. of | Set of 2 Bearings for BORDEN* $15.00 
Pkg. of | Set of 2 Bearings for WEBER* 
*Bearings are the same as in original turbine. 
Descriptive Literature sent upon request 
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80-02 51st AVENUE, ELMHURST 73, N. Y. 
Send For Our New 74 Page Catalog 

























































are the KEY 


to successful 
Practice Management 


THE DAILY LOG serves as a well 
qualified “business manager" in your 
office — the simplest of any profes- 
sional system. Only a few minutes a 
day required to keep complete busi- 
ness records; helps you avoid tax 
troubles; saves you time and money. 
Fully dated, looseleaf; printed new 
each year. 


PRICE: $7.75 for CALENDAR YEAR 


Satisfaction guaranteed. tee 






THE COLWELL COMPANY 
260 Kenyon Road, Champaign, Illinois 
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on page 586 of the May 1947, js. 
sue of the Journal of the Ameri. 
can Dental Association. 


Vincent's Infection 

Q. —Will you please give me you 
opinion of the following case? A pa. 
tient of mine, a girl in her early twen. 
ties, came to my office about two 
years ago with badly inflamed gingi- 

vae, which bled freely when touched. 
I diagnosed the case as “trench 
mouth.” I treated the condition with 
penicillin. I made an appointment 
with her for four days later. The case 
was cleared up then, but I repeated 
the same treatment. She came to my 
office a week later and I found that 
her gingivae were perfectly healthy, 
however, I told her to use a good an- 
tiseptic mouthwash daily and dis- 
charged her. Every six months the 
same condition recurs. She wears a 
partial metal denture. The last time I 
saw her, we decided she should dis- 
continue wearing of the denture, but 
once again the same condition oc- 
curred six months later. None of the 
members of her family is afflicted 
similarly. 

What causes the repetition of this 
condition and what treatment to you 
advise.—V.A.C., Connecticut 

A.—Vincent’s infection has a 
predilection for adolescents and 
young adults. It has been recog- 
nized for a long time that emo- 
tional stress and fatigue as well as 
oral hygiene play an important 
part in the onset of this infection. 

After the administration of an- 
tibiotics, or other therapy, there is 
a decrease in the number of fusi- 
form bacilli and spirochetes. Un- 
less supportive measures are tak- 
en, the symptoms of Vincent's in- 
fection recur. 

Local factors which govern the 
health of the gingivae such as cal- 
culus, lack of oral hygiene, defec- 
tive restorative dentistry, perico- 
ronal flaps, and other irritants 


(Continued on page 78) 
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Guess urhe | 


Guess who produces the finest possible fillings... with 
the filling material that’s recognized the world around as 
the “definitely superior” amalgam alioy. 

It's YOU, of course. And the filling material is Minimax 
Alloy No. 178, the alloy that is fabricated to produce long 
lasting, successful restorations in your hands with the 
procedure you employ in every day practice. 

Dentists know that Minimax is formulated to amal- 
gamate readily, develop a smooth texture, allow sufficient 
time for leisurely packing and carving, provide abundant 
crushing strength, polish beautifully, retain its lustre in- 
definitely. Millions of fillings in mouth service testify to 
this dependability. 

What you may not know is that Minimax Alloy is now 
made in Pellet form as well as the Regular Cut, Fine Cut 
and Non-Zinc form. But whatever form you like best, 
you'll continue to like Minimax quality, Minimax results, 
and Minimax economy. Order a supply today. 


THE MINIMAX CO., 5905 N. Clark St., Chicago 26, Illinois 
Export Sales: The Minimax Exporters, 136 W. 52nd St., New York 19, U.S.A. 








Minimax Alloy 
complies with A.D.A. 
Specifications No. 1 
Filings suitable for 
alloy-mercury gauges. 









For mild dental pain 


Superior to 
aspirin 
alone 








> 
Re danneoe 


Efficacy of the basic pain-relieving 


agents in PHENAPHEN is “effec-. - 


tively increased” by the addition 
| of the “potentiating agents” phe- 














nobarbital and hyoscyamine.' 
| In each PHENAPHEN capsule: 
(Basic formula) 
Phenacetin (3 gr.) 194.0.mg. 
Acetylsalicylic acid (22 g7-).............-...462.0 mg. 
_ Hyoscyamine sulfate serebeceeseees 081 ME. 
Phenobarhitat (¥% gr.) weve 16.2 ME, 
Dosage: 1 or 2 capsules as required, 


Supply: Bottles of 100 and 500 capsules. 


oi 1. Strand, H. A., Henninger, F., and Dille, 3. M.< 
J.A.D.A. 66:491, 1958. 


A. H. ROBINS CO., INC., Richmond 20, Va. 
Ethicol Pharmaceuticals of Merit since 1878 


PHENAPHEN 





cause local injury. In addition ty 
these factors, inadequate nutri. 
tion, state of fatigue, other types 
of systemic disease plus unknown 
factors capable of lowering the 
general state of good health, can 
combine with existing local factors 
to result in Vincent's infection. 

The proper method of treating 
Vincent's disease requires the fol- 
lowing steps: 


1. Correction of local factors. 


2. Evaluation and correction of 
systemic factors. 


3. Proper use of drugs. 


4. Correction of deformities of 
the periodontium. 

In treatment of less severe cases 
of Vincent’s infection, which I be- 
lieve to be the case in regard to 
your 20-year-old patient, the fol- 
lowing is suggested: 

1. Remove all calcified deposits, 
materia alba, and necrotic tissue. 


2. Complete curettage and de- 
bridement of infected areas. 


3. Restriction of all antibiotics. 


4. Proper instruction of the pa- 
tient in good oral hygiene tech- 
nique, with prophylaxis providing 
for return appointment with cor- 
rection of architecture of perio- 
dontium. 


o. Possible psychologic evalua- 
tion of patient. 

The widespread use of antibi- 
otics by physicians and dentists 
without proper local treatment is 
condemned by many investigators 
of this disease. 


Halitosis 
Q.—My daughter has come to me 
for help in a dental matter. I have not 
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been able to solve this problem. She 
s married to a personable young man, 
who has a halitosis that defies all of 
my efforts. I have x-rayed, cleaned 
and restored his teeth (only two sim- 
le cavities ), given him mouthwashes 
and tooth pastes. I know that he 
brushes his teeth well twice a day. He 
does not smoke or chew tobacco. Al- 
0, this young man is a prodigious 
eater but he is not overweight. He is 
in perfect health. What else can I do 
to alleviate this condition? — N.K., 
New York 

A.—It would seem to me, from 
your description of this case, that 


a dental origin is virtually ruled 





out as a causative factor. If the 
local factors do not contribute to 
the cause of this problem, then one 
must look for secondary factors. 
The latter are further subdivided 
into the physiologic and the path- 
ognomic (condition characteriz- 
ing the pathologic disturbance). 
Physiologically, many foods, 
after being digested and absorbed 
and then filtered through the liver, 
still give off their characteristic 
odor for many hours after inges- 
tion. The odor is not due to a back- 
ing up of the gastric content; but 
rather the result of the odor com- 
ing from the substance (usually a 
nitrogen-sulfur organic deriva- 
tive) which does not lose its odor 
as a result of digestion or assimi- 
lation and is carried through the 
blood stream to the tissues and 
eventually is washed out of the 
tissues through the kidneys, ex- 
creta, and the secretory glands. 
Garlic and onions, for example, 
may leave an aftertaste for hours 
after ingestion because of this phe- 
nomenon, and this is normal, or 
physiologic. 
(Continued on page 80) 








For more severe dental pain 


Superior to 
codeine 
alone 


PHENAPHEN’ 
with CODEINE 


Ys OF-, ¥2 oF., 1 gr. 


Of five analgesic agents tested for 
relief of dental pain, PHENAPHEN 
witH CopEINE % Gr. proved the 
most effective — superior to codeine 
alone.! The phenobarbital and hyo- 
scyamine components of the PHENA- 
PHEN formula were termed “effective 
synergistic agents in potentiating 
the analgesic effect of aspirin and 
codeine.” ! 


Three strengths: 


PHENAPHEN with CODEINE 14 Gr 

(Phenaphen No. 2) 

Basic Phenaphen formula, plus % gr. (16.2 

mg.) codeine phosphate. 

PHENAPHEN = CODEINE 1 Gr. 

(Phenaphen No. 3 

Basic Phiaepher ae plus &% gr. (324 

mg.) codeine phospha 

PHENAPHEN with CODEINE 1 Gr. 

Basic Ce mn formula, pl (6448 
phen form plus 1 gr. 

mg.) © codeine phosphate. 

1. Strand, H. A., Henninger, F., and Dille, J. M,: 

J.A.D.A. 56:491, 1958 

A: H. ROBINS.CO., INC., Richmond 20, Va. 

Ethical Pharmaceuticals of Merit since 1878 





























































On the other hand, any putre- j 

STE RQ) f) ENT factive disease process of the ali- 7 
mentary canal, especially gall¥ 

=... = C LF ANS FR bladder disease, colitis, or even a 4 
—————— gastric ulcer can give off putrefac- 7 
tive derivatives which are odor- 4 
iferous and are absorbed into the 7 









Cleans and polishes in 
one operation...does not 





= harm teeth...clings to liver where they are “detoxified”; 7 

ls aA wt ti mee vee and where the odors again are car- ; 

Ze pot ale like ried off into the blood stream and 4 

its fresh, clean flavor. are given off through the salivary © 

glands as a mouth odor. . 

CRSSR Veen inne ~ emg ~ From what you state in your q 

Use ORACLENZ coagulant mouth rinse “yap pace, . ~ ~s 

in your spray gun. Strips teeth of mucin pression that this patient's prob- | 
quickly. Promotes rapid polishing. lem is one of a dietary nature. 


Pleasantly useful in prophylaxis, extrac- 
tions, impressions, as rinse. 

























Box of 12 Tablets — 50c 


STERILE PRODUCTS CO. | | 
724 Fourth Ave. * San Diego 1, Calif. | BUY SECURITY BONDS 




















Take tau Time.. tea the MPL PLASTIC 
- Skull.. oa To Keep Staff Levels Up 








Anatomically exact and complete in 
every detail, the MPL skull has been 
thoroughly checked for accuracy by 
professors in anatomy departments of 
leading dental and medical colleges. 
Formed of highly break-resistant 
plastic, it stays clean to the touch. Ink 
and crayon marks wash off easily. 


It can be a valuable aid to you, 

an improved medium to shorten and 
simplify explanations, to demonstrate 
quickly and graphically new or complex 
techniques. At your request we will 

be glad to send you complete 
illustrated information and prices on 
our several models. 











Me dical Plas ics Laboratory Gatesville, Tewas 
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Open up a Richmond Dental Sponge 
and look inside. You'll see a 
“ribbon” of cotton which has 
been enclosed in surgical 


gauze, with all raw edges 


turned inside. 


Now you know why the 
Richmond sponge has more 
absorbency in the center 
where you need it...and why 
Richmond sponges are so 
satisfactory in daily use. 


WRITE FOR SAMPLES 





RICHMOND DENTAL COTTON CO. 
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THE J. M. NEY COMPANY 


HARTFORD 1, CONNECTICUT 
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DENTISTS 





in the News 


Wins Renown For Research 

When Doctor Marie Nylen came 
here on a two months’ visit 10 years 
ago from her native Denmark, she 
was so impressed by the research be- 
ing carried on in the National Insti- 
tute of Dental Research in Washing. 
ton that she applied for a fellowship 
—and was accepted. Since then she 
has perfected a device capable of pro- 
ducing high quality, ultra-thin sec- 
tions of dental tissues for clectron 
microscope study. She is world re- 
nowned for her organic matrix stud- 
ies. Her work in this field led to the 
publication of an atlas.—Williamsport 
(Pennsylvania) Grit. 


Two Holes-In-One in One Day 

Doctor J. E. Ailor of Knoxville, 
Tennessee, made real news at a local 
golf club recently—two holes-in-one 
in one round of golf, the 156-yard 
Number 6, and 134-yard Number 17, 
both uphill shots. “I didn’t see the 
ball roll in the cup on Number 6,” 
said Doctor Ailor, “but it was a real 
thrill to find it in the hole after we 
climbed the hill.”—Knoxville (Ten- 
nessee) News Sentinel. 


Builds Tank-Shelter 

Using the skill he gained in World 
War II as a welder, Doctor George 
W. Morrison of Tampa, Florida, is 
converting a 10 by 25-foot quarter- 
inch thick steel oil tank into a shelter. 
The shelter-tank will be sunk some 
nine feet into the earth and topped 
with reinforced concrete and a 
mound of earth. But before the entire 
tank is buried it will be coated with 
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m asphalt mixture to seal it against 
leakage. Eight steel framed bunks 
yill line the walls of the tank and will 
be attached to upright steel posts 
which are presently welded in place. 

Doctor Morrison said he is follow- 
ing general plans of concrete-type 
atomic shelters shown in a Civil De- 
fense booklet, but the tank is his own 
idea and in his opinion, “will be far 
tronger and safer.”—Tampa ( Flori- 
da) Tribune. 


Ship Modeler 

Doctor C. R. Guthrie, Jr, of Rich- 
mond, Virginia, is a ship modeler of 
the old school. He considers ships 
built from kits nothing more than 
toys. He builds his models from 
chunks and chips of wood, string, 
pins, glue, tape, and whatever else is 
appropriate or necessary. His models 
ae usually built from scaled-down 
plans, from plans drawn from meas- 
uements of the real ship with lesser 
details “fudged in,” or sometimes just 
from guesswork. The emphasis is on 
realism in detail._—Richmond ( Vir- 
ginia) Times-Dispatch. 


Japanese Dentists Successful in 
Hawaii 

Six times during the past three dec- 
ades dentists of Japanese ancestry 
have been chosen president of the 
Hawaii State Dental Association — 
and all have distinguished them- 
selves. They include Doctor Y. Naka- 
ta, who was the first American of Jap- 
anese ancestry to practice in Hawaii. 
He is a former cabin boy for writer 
Jack London, and the son of a fisher- 
man. London helped him enter the 
San Francisco College of Physicians 
and Surgeons. 
Doctor H. Kurisaki has been in 
practice in Honolulu for 44 years, and 
was the 5lst dentist to obtain a li- 
cense in Hawaii. His father came to 
the island in 1888 to work on a plan- 
tation. 
Doctor Hideichi Nishimura is the 
son of a contract laborer who came to 


(Continued on page 84) 
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THE J. M. NEY COMPANY 


HARTFORD 1, CONNECTICUT 
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IT’S GOT 


EVERYTHING! 


Filter tips, miracle 
ingredients, re- 
“me moves’7~ tension, 
clears sinuses fast- 
fast -fast, 
checks per- 
spiration, 
stops bad 
breath, gives 
you a dy- 
namic per- 
sonality ... 





WHAT ON EARTH ARE 
WE TALKING ABOUT? 


Wild claims. We’re tired of hear- 
ing them. So, all we’ll say is: we 
make and sell reliable dental 
products that simply do their job: 
help your pa- 

tients; protect 

your 4 laa ca > 
tion throug STRer 
honest quality. oan 
You save f EP Ny 
about 40% Se tony 
buying di- — 
rect from 
us. Ask for | 
our new cat- ” 
alog. 








STRATFORD- 
COOKSON CO. 


550 Commerce Drive, Yeadon, Pa. 
Manufacturers of Fine Dental Products 
for 48 Years. 

Send me your new S-C Catalog of dental 


products, without obligation, of course. 
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work in Hawaii's cane fields in 1894. 
—Honolulu (Hawaii) Advertiser. 


Teaches Boys About Guns 

Every Saturday morning during 
the school year, Doctor Leon B. Wes- 
sel of Highland Park, Michigan, is at 
the Highland Park Boys’ Club in. 
structing a group of teenagers in the 
proper care and firing of rifles. He is 
one of many volunteers who make it 
possible for the director of the boys’ 
club and his staff to keep 750 boys be- 
tween the ages of 12 and 21 occupied 
in wholesome character-building ac- 
tivities. The club is housed in a 
$200,000 6-year-old building donat- 
ed by Edward F. Fisher, Detroit phil- 
anthropist. “If this building keeps one 
boy from going wrong, I'll be fully 
repaid,’ Fisher said at the time the 
gift was made.—Detroit ( Michigan) 
Times. 


Grateful For CARE Package 

“Help when it was needed most,” is 
the way Erka Glochenhammer de- 
scribes the CARE package her family 
received in 1947 from Doctor Max- 
well de la Rua of Pensacola, Florida. 
Her family received this particular 
package because Doctor de la Rua re- 
quested it be given to a German fam- 
ily with girls. (He had three girls 
himself.) Recently, Erka, who now 
teaches Russian and works as a secre- 
tary in a children’s hospital in To- 
ronto, Canada, came to visit the de la 
Ruas. Although she does not show it 
now, Erka led a harrowing life for 
most of her 20 years. She spent con- 
siderable time in hospitals because 
of illnesses related to her flights from 
the Russians. But things are fine now, 
she says, all because of a dentist and 
his family in Pensacola.—Pensacola 
(Florida) Journal. 


Awards for items submitted for this 
month’s Dentists IN THE News have 
been sent to: 

A. B. Oxford, DDS, 355 Central 
Building, Bristol, Tennessee. 

Gladys Bryson, South Portsmouth, 
Kentucky. 


(Continued on page 86) 
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ly | (Metabutethamine Hydrochloride) 3.8% with Epinephrine 1:60,000 








The busy practitioner wants 








nating the possibility of long- 


a. 
ar fast, deep anesthesia for high lasting numbness or of tongue 
e- speed operative procedure. biting at night. UNACAINE 
n- UNACAINE provides it! provides “just right” duration 
1s In addition—a local anesthe- for short appointments where 
Ww tic of choice should provide high-speed techniques are em- 
. “just right” duration...elimi- P/0yed. 
D- We quote from a recent clini- 
la cal study in Oral Surgery, Oral 
" When longer duration of deep Medicine and Oral Pathology 
a! anesthesia is required . . , in ... It was found that UNA- 
. oral surgery or entedentics « CAINE gave uniformly excel- 
e needed . . . a local anesthesia lent depth of anesthesia...ade- 
n of choice is . quate duration of anesthesia 
's PRIMACAINE HCl without troublesome and ex- 
d a Brand of cessively prolonged duration, 
a METABUTOXYCAINE HCI extremely rapid induction time, 
(with Epinephrine 1: 60,000) and absence of untoward re- 
| ocmeen, Gave ewanen ana actions or postanesthetic pain.” 
. satisfactory tissue tolerance. 
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CHEMICAL MFG. CO., INC. 
BROOKLYN 7, NEW YORK 
TORONTO 5, CANADA 
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Mrs. Joseph Valdez, 2011 Nebras- Kauai, Hawaii. 


ka Avenue, Tampa, Florida. James Scales, PO Box 3, Junction 
Harry S. Brown, 3025 Park Ave- City, Ohio. 
nue, Richmond, Virginia. Mrs. R. B. McFadyen, 1671 North 


Silas Aqui, PO Box 142, Kealia, A Street, Pensacola, Florida. 





ONE SILENCE THAT IS GOLDEN 
HoLp your tongue when you see something that does not look “quite as 
good” as your work would look. Give some consideration to individual 
traits, even shortcomings—and to the unknown circumstances that pre- 
vailed at the time of the other dentist’s treatment. For instance, if you 
are especially enthusiastic about gold inlays, do not condemn every 
amalgam restoration you see. Under some circumstances, where money 
or time may be especially precious, amalgam is the material of choice. 
There is room in dentistry for different types of practices and different 
types of restorations. “Lowering the boom” on another dentist only ef- 
fectively lowers dentistry in the patient's estimation. Let’s not do either. 
Here silence is truly golden.—The St. Louis Dental Society Bulletin, St. | 
Louis, Missouri. 








SUPER-CAINE Pam 


TOPICAL ANESTHETIC 
NON-TOXIC * NON-IRRITATING | 








@ A CLEAR SOLUTION @ DOES NOT OBSTRUCT 

@ FAST, DEEP PENETRATION VISIO 

@ ELIMINATES PAIN OF @ REDUCES PATIENTS FEAR, 
NEEDLE PUNCTURE AND WHEREVER A TOPICAL IS 
TOOTH SCALING INDICATED 





ORDER THRU YOUR DEALER P.O. Box 208 Preuss Sta. 


7. be ee meee o-) 2 Oa) on 2 Los Angeles 35, Calif. 














READY-PROPORTIONED ALLOY & 

MERCURY IN CAPSULE FORM 
Uniformly Fine Cut Alloy—tTriple Distilled Mercury 
Approved by A.D.A. 


A PERFECT MIX EVERY TIME 
Convenient—Saves Time—Economical— 
No Pellets to Crush—No Dispensers to Adjust 
Used in West Coast Schools of Dentistry 25 Years 











cai ADS 0) as HAMMOND DENTAL MFG. CO. | 
Per Box P. O. Box 793 Santa Monica, Caliif 


Quality Silver Alloys Since 1928 





Write for Samples & Prices 
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re- 
ery — 
ley In today’s era of specialization when many different tools are offered for many “special 


requirements” it is gratifying to find one instrument able to fulfill so many varied needs. 
That one instrument is TURBO-JET, designed to perform the numerous preparations 
ent required in FULL MOUTH REHABILITATION as well as all other areas encountered 
ef. in today’s modern dental operatory. Inspect these many outstanding features designed 
to make versatility and efficiency available at your finger tips, and complete, all in one 
er, High-Speed Handpiece - - - - - TURBO-JET! 


ENGINE res boa se 
- cutting instru s from the smallest 
dise or wheel The_ ‘utting instrument WILL 
re is NO LOSS OF TILE CONTROL with 





en) 








Vv ae FACTOR 
F — more quietly than your pres- 
ent, aiglece: oe oe 
- BUILT IN i SPRAY water 
_ can be directed with pinpoint accuracy 
to the tip of the smallest cylinder or 
the edge of the widest disc. 


These are just a few of the advantages that can be yours when you own a TURBO-JET. 
Mail the attached coupon today for further information and your free copy of “The Inside 
Story of High Speed”. You, too, will agree that ...... 

NO OPERATORY EQUIPMENT IS COMPLETE WITHOUT A TURBO-JET! 
ury} NO OTHER HIGH SPEED INSTRUMENT COMBINES EFFICIENCY OF 
PERFORMANCE, VERSATILITY AND COMFORT TO SUCH A HIGH 
DEGREE! 






























that lowes lete freedom 
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BOWEN & COMPANY, INC. . o. Box 5818, Bethesda 14, Md. 


Please send me without obligation your FREE Booklet. 














's Dr. 
0 | Address 
Lith City Zone ........ State 
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Only a few 
pennies a 
treatment for 
the finest! 































- TOOTH- 
CLEANING 
PASTE 





Contains 
Lipari 


pumice 
Pure vol- 
Ccanic ash, 
finest 
grained 
and most 
thorough 
cleaning 
pumice available. Re- 
fined in U.S.A. With glyc- 
ae erine, an aromatic ingre- 
| dient and 
| an anti-slide and 
anti-spatter agent 


Cleans as it polishes. 
bi Penetrates interproximal 
i Spaces well. Neutral 
shade (add mercuro- 
chrome if color is desired). 





Ask your dental 
dealer 


MYNOL 
Chemical Co. 
Philadelphia 43, Pa. 















Oral Hygiene 


Resents Colleague’s Criticism 

OrAL HYGIENE contained a scath- 
ing article by Doctor Wingate Bron- 
son! wherein was published a verita- 
ble tirade against our profession. He 
has leveled sharp criticism against 
what he implied to be “dishonest” 
practices. It would be interesting to 
know what authoritative research 
prompted the observations he made, 

In the realm of research one must 
be aware of certain basic facts in or- 
der to provide honest and valid con- 
clusions. These are: 

1. Who is in charge of the tests? 

2. What experience and _back- 
ground authorize his ability to engage 
in the particular research? 

3. What recognized techniques 
were used to develop the information 
sought? 

4. What devices were used to 
measure the data? 

5. What research training grants 
the investigator the authority and 
ability to evaluate the results with 
professional accuracy? 

6. Can the conclusions reached be 
duplicated by other researchers? 

7. Could the same statistics be in- 
terpreted from different angles to 
reach, perhaps, opposite conclusions? 

An article such as ARE WE Donec 
Our Best? that makes statement after 
statement discrediting our profession, 
warrants a challenge by all who hold 
dentistry in esteem. 

Perhaps the author has seen a few 
instances of omission or even commis- 
sion which were resolved in detriment 
to some patients. Contrary to his view 
that “restitution” is not possible in a 
1Bronson, W. C.: Are We Doing Our Best? 
ORAL HYGIENE 50:19 (July) 1960. 


(Continued on page 90) 











nts 
ind 


ith 


be 


ASH CAVITY LINING 





AH 26 ROOT CANAL 


A single preparation which enables you 


4 





to achieve a root filling impassable to 
bacteria. AH 26 seals the canal her- 
metically and does not resorb. Does not 
irritate tissues. Contains neither phenol 


Count on ASH 
nor formalin and does not precipitate for modern aids 
albumins. Gives a clear contrast un- | . 
der X-rays. Application in narrow canals v 10 restorative 










is as simple as in large ones. : - 
dentistry... 
wX% | : 


NO-MIX TEMPORARY FILLING MATERIAL 
Now WITH CALCIUM HYDROXIDE 


: Ideal for sealing medicament dressings. Sets 
1 ~ we aS rapidly in the presence of saliva. Excellent re- 
— sistance to masticatory stresses when set. Non- 
irritant, antiseptic. Supplied in jars ready for im- 














3 eens mediate use, with no mixing or warming required. 





See your regular dealer for Ash products, or write direct to: 





MMbMad 4» DOMME ODD, UcheE 


2730 Pine Ave., Niagara Falls, N. Y, 
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A modern, effective barrier against 
acid and monomer penetration. May 
be used under all acrylic filling ma- 
terials and cements. Provides a tough 
polymeric film of calcium hydroxide 
which adheres firmly to the dentin. 
It is easily applied and sets rapidly. 
After hardening, there is no loss of 


FILLING MATERIAL | film efficiency due to saliva contact. 
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Make Better Amalgam Fillings 
with 72% or 68% 


ULTRA BRAND 


Fine Cut PA ‘« 
ALLOYS.o/& |» 
| 
PELLETS f 


Gives the most homogenous mix, 

thus permits smooth wax-like 
carving. Develops high initial 
and permanent strength. As- 
sures permanently sealed cavi- 
ties. Fillings retain mirror-like 
lustre indefinitely. Ultra-Brand 
Alloys appear on the A.D.A. list 
of Certified Dental Materials. 
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Use ULTRA-BRAND NON ZINC 
Micro-Grained ALLOY or PELLETS 
when cavities must be filled under 
the adverse conditions of incom- 
plete dryness. 


yy ae Melt molto] Tame] olel time) iad. 44m elii-y 


H. JELINEK DENTAL ALLOY 
93 Nassau Street - New York 7, N. Y. 





COBALT PLATINUM 


MAGNETIC 
IMPLANTS 


To Aid Denture Retention 























Check quantity of Magnet Sets desired. 
Combination set of 6 (2 implant, eT ata 


2 Laboratory) @ ........... $ .00 
Complete set of 4 (2 Implant, 

=i «coco oenececece¢ $96.00 () 
Complete set of 2 

(2 Laboratory) @ ............ $32.00 () 

Complete information Brochure ..... 
Magnetic Implants available with TANTALUM 


SCREEN MESH—a. PLAIN (uncoated) —b. COATED 
with DUPONT TEFLON. Please specify. 


Order thru your own Dental Dealer or direct 


MAGNETIC MEDICAL & DENTAL PRODUCTS INC. 


178 Bay State Road, Boston 15, Mass. 








profession, the ethical procedure jst) 
correct an ill-fitting denture, a resto. 
ration placed too close to the pulp, an 
overlooked periodontal condition, 
with no comment to reflect upon the 
profession. 

No one is to judge under what cir. 
cumstances a service was performed, 
Perhaps the best possible treatment, 
hone not always the most adequate, 
was rendered for an uncooperative or 
recalcitrant patient. 

Yes, you and I, and many other 
have at times been conscience strick. 
en by errors due to human frailities, 
But these instances are as rare as the 
cases where a post-mortem in medi- 
cine suggests that another treatment 
might have saved a life. 

Dentists should not rush into print 
with the type of declamations made 
in the article in question unless they 
are substantiated by a wealth of con- 
clusive facts based upon authoritative 
research.—S. J. BREGSTEIN, DDS, 454 
Bay Ridge Parkway, Brooklyn 9, New 
York. 


sO YOU KNOW 
SOMETHING 
ABOUT DENTISTRY! 


ANSWERS TO QUIZ 196 


(See page 61 for questions) 
1. Slight contamination — will 
make a perceptible color 
change. (Paffenbarger, G. C.: 
Silicate Cements: 


August 1958) 


2. True. (Moore, A. W.: Obser- 
vations on Facial Growth and 


How to 
Select Them, D. Pract. 8:388 





(Continued on page 92) 




























































TE is to 
tay 4 

P, an 
dition, 
On the 


at cir. 
med, 
tment, 
quate, 
tive or 


others 
strick. 
ilities, 
as the 
medi- 
tment 


print 
made 
| they 
 con- 
tative 
}, 454 
New 








WILLIAMS 
SOFT 


WILLIAMS 
MEDIUM 


WILLIAMS 
EXTRA HARD 











COLOR, QUALITY, TECHNIC 
AND SOLDER IN COMPLETE 
ACCORD! 


® Color-perfected—perfectly color- 
matched with each other. Assures 
complete oral harmony and. patient- 
satisfaction. 


® Quality-perfected — inductively 
alloyed for positive, homogeneous uni- 
formity. Indium included for improved 
tensile strength, immunity to dis- 
coloration. Easier to cast. 


® Technic-perfected — all with similar 
casting ranges to comply with your 
favorite technic. 


WILLIAMS Solder to Match — for come 
plete color control — for all purposes, 
.615 or .650 Fine. 


*Trademark 
Write for Williams Harmony Line Dato Book 


WILLIAMS 
Gold. Refining. Co.,Inc. 


Buffalo 14, N.Y., Fort Erie, Ontario, 
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its Clinical Significance, Am. Mouth of Various Diets With- 


J. Orthodontist 45:420 June out and With the Use of the 
1959) Toothbrush, D. Cosmos 70: 
3. (b). (Bradfield, J. D. and 575 June 1928) 
Broadway, E. S.: Malignant 7. (a), (b), (ce). (Schlosser, R. 
Change in Dentigerous Cyst, O.: Complete Denture Pros- 
British J. Surg. 45:657 May thesis, Philadelphia, W. B. 
1958 ) Saunders Company, 1939, 

4. No. (Accepted Dental Reme- page 328) 
dies, 25th Edition, American 8. No. (Ambrecht, E. C. and An- 
Dental Association, 1960, tioch, R. J.: A Case Report of 
page 150) Angioma or Pregnancy Tu- 

5. (b). (Schnell, R. J. and Phil- mor, W. Va. Dent. Jour. 33:10 
lips, R. W.: Dimensional Sta- July 1959) 
bility or Rubber Base Impres- 9. True. (Sicher, Harry: Oral 
sions and Certain Other Fac- Anatomy, St. Louis, The C. V. 
tors Affecting Accuracy, Mosby Company, 1952, page 
JADA 57:39 July 1958) 412) 

6. Yes. (Horwitt, B. F.; Fleming, 10. (a). (Cartledge, D. H. and 
W. C.; and Simonton, F. W.: Rowbotham, T. C.: Investiga- 
Study of the Effect Upon Hy- tion of Pulpal Pain, British D. 
giene and Microbiology of the J]. 105:254 October 7, 1958) 








REMOVABLE SPLIT 
PLATES 
Fig. # (left) Fig. 2 (right) 
Upper appliance Upper Lateral 
with GLENROSS~- Expansion Ap- 
screw to move pliance with 
654/distally Tischler Cribs 


SPACE MAINTAINERS 


Box 4184 Panorama City, Calif. 





and Labial Arch. 








Now Available! NEW! : p 
) ‘ e « 

. : 
races ele 

“4010 or: o 
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SEND FOR OUR NEW 74 PAGE CATALOG! 
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“TIME |S 
= | MONEY TO ME... | 
= | AND THIS 
° | SAVES ME 
1) BOTH!” 


se 

d 

1 | find about half my 

), patients need Dental Floss. 


So I recommend it—for 
=| both periodontal cases and 
an 

T 


routine use. 


But teaching patients how 
to use it properly takes time. 
ateral § Lost minutes mount into 
uit) | money. I give them one of 
these easy-to-follow folders, 
“How to Use Dental Floss.” 
Approved by the ADA. 


Just fill in the coupon | 
Em for a generous supply— (ieee - 
Sime and save valuable time. | . ~ 


o* g we 4 
4 ENT AL FL0> wt 


aor” 























ap cb am em ean ee cm Gh > COR Een an EEE enanen an ana aDeDan aha ~ 
JOHNSON & JOHNSON, Department B ; 
New Brunswick, New Jersey 
Please send me free folders on how to use Dental Floss (offer limited to U.S.A.). 
(quantity) 

] 

Name j 
! 

Address 
i 

City Zone State ' 
oll 
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With many thousands of persons 
traveling by plane, it’s strange that 
nobody has figured out how to stick 
a billboard on a cloud. 


* 
The trouble with life is that by the 
time a fellow gets to be an old hand 
at the game, he starts losing his grip. 


A guest hurried up to the hotel 
desk. He had just ten minutes to pay 
his bill, reach the station, and board 
the train. 

Guest: “Hang it. I've forgotten 
something. Here, boy, run up to my 
room—No. 427—and see if I left my 
pajamas and shaving kit. Hurry! I’ve 
only five minutes now.” 

The boy hurried. In four minutes 
he returned empty-handed and out of 
breath. , 

Bell Boy: “Yes, sir. You left them.” 


The salesman took his young son 
to the zoo. They walked from cage to 
cage until they finally came to one 
containing a restive leopard. 

“Daddy,” asked little Johnny, “is 
that the dotted lion you're always 
talking about?” 


The good old days were when po- 
licemen didn’t hide at the side of a 
busy road but took their chances in 
traffic like anyone else. 


Husband (answering telephone): 
“I don’t know. Call the weather bu- 
reau.” 

Pretty Young Wife: “Who was 
that?” 

Husband: “Some sailor, I guess. 
He asked if the coast was clear.” 
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Father returned home after a long 
day at the office to find his small boy 
seated on the front steps of the house 
looking very dejected. “What’s the 
trouble, son?” he inquired. “It’s your 
wife,” replied the boy. “I can’t get 
along with her.” 


Cooperation would solve many 
problems. For instance, freckles 
would make a nice coat of tan jf 
they'd just get together. 


Two elderly women, about to 
board a plane for their first flight, ap- 
proached the pilot. “Now young 
man, said one, “don't fly faster than 
sound. We want to talk.” 


A class reunion is a gathering 
where you come to the conclusion 
that most of the people your own age 
are a lot older than you are. 


“You know,” said John Perkins, “it 
used to be said that anybody could 
farm—that about all that was re- 
quired was a strong back and a weak 
mind, but nowadays, to be a success- 
ful farmer a feller must have a good 
head and a wide education in order 
to understand the advice ladled out 
to him from all sides by city men and 
to select for use that which will do 
him the least damage.” 


The customer was buying a foun- 
tain pen for his son’s graduation 
present. 

“It’s to be a surprise, I suppose,” 
observed the be “i 

“T'll say it is,” the father replied, 
“He's expecting a convertible.” 
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«and BENZODENT helps 
the patient help you” 


the Benzodent Treatment com- 
pletes the cycle of effective patient 
control—with comfort leading to 
confidence —confidence contribut- 
ing to cooperation—and coopera- 
tion creating control. 


Clinically proved Benzodent speeds 
denture mastery—reduces discom- 
fort during the critical “break in” 
period—promotes healing and pro- 
vides long-lasting denture stabiliza- 
tion with its combined analgesic, anti- 
septic, and adhesive action-—induces 
more consistent wear of the denture. 


Benzodent helps the patient quickly 
Tegain normal dental appearance and 


© 1960 by Peter, Strong & Co., Inc., New York 16, N. ¥, 


function—increases appreciation of 
fine prosthetic skills—curbs demands 
for emergency attention and needless 
trimming—leads to better control of 
return-visit schedules and chair-time 
savings for the dentist. 


Peter, Strong ‘plus value” products for happier 
patients and a healthier practice: a line including 
BENZODENT, the original multi-purpose denture ad- 
justment aid . . . PROFIE BRAND materials for 
modern prophylaxis . . . TOPI-FLUOR cream for- 
mula for topical sodium fluoride caries contro} 
... LACLEDE PROFESSIONAL DEODORANTS for odor 
control therapy...all promptly available from 
your dental dealer now. 











i 








The purpose of this department is to provide a convenient, up-to-date source of new 
product information from data provided by manufacturers. You may obtain additional 
information by writing to them. Listing does not imply Oral Hygiene’s endorsement, 


Karidium Liquid—for the individual 
systemic control of dental caries. Now 
available also in unbreakable, spill- 
proof polyethylene bottles. Yields ap- 
proximately 118 mgs., fluoride ion (118 
doses). The Lorvic Corp., 5553 Easton 
Ave., St. Louis 12, Mo. 


Exodontia Sponges—ready for chairside 
use. Constructed of high quality film- 
ated absorbent enclosed in surgical 
gauze. Facilitates maintenance of ster- 
ile technic; avoids unnecessary waste. 
Available in boxes of 250, in cartons of 
1,000. Johnson & Johnson, New Bruns- 
wick, N. J. 


Hemotrol Patient Bite Sponges—a qual- 
ity bite sponge for control of post-oper- 
ative bleeding. Packaged sterile, ready 
to hand to patient. Available in boxes 
of 250, in cartons of 500. Johnson & 
Johnson, New Brunswick, N. J. 


Cord-Arm and Cable Engines — models 
range from floor and wall types to sim- 
ple, economical equipment for bench 
use. Fan-cooled, reversible motors with 
non-load speeds of up to 16,000 rpm 
and controlled by a 7-step foot rheo- 
stat are standard equipment. A repre- 
sentative line of standard high speed, 
ball-bearing Doriot handpieces and 
contra angles augment the line of en- 
gines. Dri-Clave Co., 301 Franklin 
Ave., Franklin Square, L.I., N.Y. 


Ilosone Pulvules — an antibiotic im- 
provement designed to provide greater 
therapeutic effectiveness. Indicated in 
a variety of dental infections, with a 
reassuring record of safety. Eli Lilly & 
Co., Indianapolis 6, Ind. 


Mirror-Tech—new plating process guar- 
antees mirror heads that will never ox- 
idize, peel or discolor. Enameled on 
back and side of glass to eliminate raw 
edges. Each mirror head packaged in- 
dividually in sealed carton. Mirror- 
Tech Mfg. Co., 111 Cedar St., New Ro- 
chelle, N.Y. 
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Carbex Bur Packages — 2 Special right 
angle Bur Package contains 36 assort- 
ed burs in plastic case. Included is a 
matching molded bur block and a bot- 
tle of Kerr Cavaseal. Also available is 
the 12 assorted Friction Grip Bur 
Package including a bottle of Kerr 
Cavaseal. Kerr Manufacturing Co., De- 
troit 8, Mich. 





Model XL Furnace—for low fusing por- N 
celain. Constructed of heavy gauge at 
aluminum with beautiful etched on S| 


gold finish which eliminates peeling e 
and cracking under high temperatures. 
Overall dimensions: 12” long, 8” high, 6 
542” deep. Barkmeyer Electrical Mfg. S 
Co., Yucaipa, Calif. c 
y 


Rhodes Loupes—entirely new with fin- 
est flat-field plus 5.00 optical lenses. 
Give clear vision area 3” to 4” in di- 
ameter. Headband is composed of spe- 
cial 5% to 12% moisture absorbent 
plastic. Den-Tal-Ez Chair Mfg. Co., 
1151 S.E. Diehl, Des Moines, Iowa. 


Kerr Mirror Companion Package — free 
No. 3 Explorer with Regular or Front 
Surface Mirror Packages. Each pack- 
age contains 6 of one kind and size 
mirrors. Kerr Manufacturing Co., De- 
troit 8, Mich. 


Ace-60 Furnace—a highly accurate high 
fusing porcelain furnace operating at 
temperatures up to 2560°. Construction 
is as rugged and durable as it is beau- 
tiful. All aluminum, will not rust, and 
there is no paint to crack, chip, or peel. 
Completely safe from electrical shock. 
Automatic temperature compensation 
insures completely accurate ready re- 
gardless of room temperature. Bark- @ 
meyer Electrical Mfg. Co., Yucaipa, @ 
Calif. : 
Veltex—a disposable face mask that is” 
easily adjustable to any size and con-— 
tour. Easy to put on, comfortable to™ 
wear, and permits normal breathing. 
(Continued on page 98) 




























Janes 
postoperative pain 
is relieved by 


Zactiri 


Ethoheptazine Citrate with Acetylsalicylic Acid, Wyeth 


n 








Non-narcotic ZACTIRIN provides potent analgesic and anti-inflammatory 
action that promptly relieves pain of trauma, infection, dental or oral 
surgical procedures. Two ZACTIRIN tablets are equivalent in analgesic 
effectiveness to codeine, 32 mg. (4 gr.) plus acetylsalicylic acid, 

650 mg. (10 gr.). Side reactions are minimal. 


Supplied: Tablets, botties of 48. Each tablet contains 75 mg. (1.14 gr.)ethoheptazine 
citrate (yellow layer) and 325 mg. (5 gr.) acetylsalicylic acid (green layer). 


Wyeth Laboratories Philadelphia 1, Pa. 





A Century of Service 

















“1 am enthusiastic about the ‘K’ Ce- 
ment technic . . . it is my daily satis- 
faction” .. . a voluntary comment of 
a ‘K’ System user. 


system 


of 


mixing dental cements 
THE MOTLOID Sek Ee ©. mi 


Chicege 10 





© 1959 


Correctly proportioned powder in 
capsules . . . liquid in cartridges. 


Both powder and liquid when dis- 
pensed is ‘fresh’ and unaffected by 


humidity. 


Correct proportions mixed on slab 
(not glass) adjusted automatically to 
below room temperature and to a 
dry surface. 


Result . . . a scientifically correct mix 
—ideal flow to a minute thinness and 
complete seal. 





i — 


Why not adopt the ‘K’ system in your 
office Doctor and make this every day 


step YOUR DAILY SATISFACTION. 


INTRODUCTORY KIT including 


Kile Black Mixing Slab $15 
Through Your Dealer 
THE MOTLOID 


Chicage 10, Illinois 
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Protects dentist’s face against fiying 
tooth fragments during high speed cyt. 
ting procedures, and splashing during 
prophylaxis. Dri-Clave Co., 301 Frank. 
lin Ave., Franklin Square, L.I., N.Y. 


Cardiauditor — 2 continuous cardiac 
monitor sufficiently uncomplicated jn 
application to patient, in operation, 
and in interpretation. An essential aq- 
junct to any clinical situation where 
patient risk is a factor. Completely 
transistorized for long life and relia- 
bility. Biophysical Research Products, 
Inc., 1250 Glendon Ave., Los Angeles 
24, Calif. 


Model O.D. Swivel-ette — especially for 
use by orthodontists. Quick detachable 
engine arm. Unit top 90-degree swivel. 
Includes swivel-type cuspidor. The 
Metalcraft Co., 1123 W. Weatherford, 
Fort Worth, Texas. 


Sculptured Armrests — feature sculp- 
tured contour of fine upholstery. Hold 
elbow and forearm, and cause hand to 
assume a natural, relaxed position. Hek 
Manufacturing Co., 25 Dorman Ave., 
San Francisco 24, Calif. 


Rotex Headrest—weighted to hang at 
correct working angle. Shaped to pro- 
vide maximum contact for comfort. 
Designed to traverse laterally through 
a 35 degree arc of a 22” circle. Can be 
used with earphones. Fits all chairs. 
Hek Manufacturing Co., 25 Dorman 
Ave., San Francisco 24, Calif. 


Audio Analgesia Patient Assembly — 
model WJ3. Simple attachment, only 2 
instant plug-in connections to any 
stereophonic phonograph or tape re- 
corder. Additional operatories require 
separate Audio Analgesic Patient As- 
semblies only. J. C. Normile Co., 1402 
N. Mariposa Ave., Los Angeles 27, Calif. 


Insta-Heet — water and air heaters, 
either in single units or a combination. 
Supply air and water to air turbine 
handpieces. The single unit is ideal for 
supplying warmed water or warm air 
for syringes. Sediment-free. Dull 
chrome finish, or enameled to match 
equipment. Fico Division, Alpha Ma- 
chine Co., 605 Kirby Lane, Baltimore 
17, Md. 


Ellman Mirror Wiper Ring—simple, san- 
itary, convenient, economical. Con- 
stant vision is assured during complete 
operation, without changing operating 
position. Complete set includes 5 cc., 


bottle Mirror Wiper Concentrate CJ50. 


(Continued on page 100) 
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MODEL P-584 
Complete 









Tek 

ve. Compressor... 

cg housing this entire ,-- ae 

mt poet unit and and sheathed with this green 
z ae tinted Hammer-finish Cover! 
irs, 


an § es, this new McKesson P-584 High-speed handpieces, new dental 
blivers twice as much air as Model _ clinics, etc., are typical reasons for this. 
— §5$1 which recently scored such 


e neat success! Here .. . in the McKesson P-584... 
- B iso, when specified, it furnishes ** the Compressor which dares you 
ire to want more air than it will deliver. 


s- | Messures up to 100 pounds!* 
02 F Why did we design and build this Like the 581, it’s super-quiet and 
2584? Because the whole trend in compact, too—requires only 16”= 
wn, § 20dern dentistry isfor MORE AIR. — square floor-space. 


re *Available whenever customers need such pressures 
for certain handpieces, etc. 





for other exclusive features, 
full information and prices 
... contact your McKesson 


; TWIN-CYLINDER =| eater! Or Write us for 
ig COMPRESSORS P584 Brochure 











McKESSON APPLIANCE COMPANY ¢ TOLEDO 10, OHIO 
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Pfingst & Co., Inc., 62 Cooper Square, 
New York 3, N.Y. 


M & T Stannous Fluoride—specially pre- 
pared in quick-dissolving powdered 
form and packaged in one-gram units 
for individual application. Each unit is 
hermetically sealed and _ protected 
against water vapor absorption. Metal 
& Thermit Corp., Rahway, N.J. 


Luride Drops and Lozi-Tabs—special flu- 
oride supplement for fundamental pro- 
tection against caries. Drops are pri- 
marily for infants and young children. 
Tabs are special dosage for children 
three years and older, for adolescents, 
and pregnant women. Hoyt Pharma- 
ceutical Co., Newton, Mass. 


Dycal—for maintaining pulp vitality; 
for restoring health of an involved 
pulp. Sets by chemical reaction in 
tooth to hold calcium hydroxide with- 
in a rigid base over cavity floor. Is 
ideal for pulpotomy and pulp capping 
and as a bulk protective liner. Is non- 
toxic. The L. D. Caulk Co., Milford, Del. 


Jelecone — an impression material for 
crowns, inlays, bridges, and dentures. 
Duplicate models can be poured, as 
many as four or five. Registers crevices 
and interproximal spaces without dis- 
tortion. Base paste (pink) and catalyst 
(blue) supplied in collapsible tubes. 
The L. D. Caulk Co., Milford, Del. 


Band Forming Pliers— anterior peak- 
type, stainless steel. Primarily used to 
pinch steel or precious metal band ma- 
terial around bicuspid, canine, and in- 
cisor teeth. Can also be used on molars. 
Silverman’s, 1033 Chestnut St., Phila- 
delphia 7, Pa. 


Aspident — water technic with jet ac- 
tion. Compact, quiet, powerful. Elimi- 
nates splashing and spraying of debris. 
Gold and amalgam can be reclaimed 
by simply emptying trap into cuspidor. 
Handsome Formica top, neutral plastic 
finish blends easily with other equip- 
ment. Sealed to resist stains. Glen A. 
Olsen, 838 Blue Lakes Blvd., N., Twin 
Falls, Idaho. 





Another Step Forward in Modern Automation 
FOR THE DENTAL PROFESSION 


_ 
CAVA 

Uf / : Pgs / 
Sie ~ prot 


oe 





DC 293 
FOR AIR TURBINE 
CONTROL 





Now, a newly designed 3-way foot control by the origi- 
nators of Variable Speed Control for air turbines gives 
you complete toe touch variation in: 


1. Air Pressure Only 
: 2. Air and Water Combined 
if 3. Shuts Off (1) and (2) and Gives Variable Air 


Control for Chip Blower if Used. 


These features plus the proven Vari-Trol Safety Factor 


offer you the only 


rfect variable control so very neces- 


sary for the complete confidence and relaxation needed 
for more perfect results. 


Call your dealer for a demonstration of the new 
Custom Vari-Trol and other Vari-Trol products 
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BURS 


Latch Type or Friction Grip 


Sizes 2 to 6 - 35 to 39 - 57, 
58-557 to 560-171, 172, 


700 - 701 - 702 
Round or inv. 

«dus asia $1.08 ea. 
Fissures ....... 1.25 ea. 


On orders of one Doz. or more 10% disc. 


ROOT CANAL 
INSTRUMENTS KIT 


Flexible 


Openers 
Sizes 1-3 





Consisting of 

. Silver Points, 
Broaches, Ex 

changeable Rat Tail 





Files, Spare Files 

box of 6 pc. K. Files, Rasps and 

$3.60 Reamers. This is a 

For C.A complete combina- 

tion for daily use. 

Flexible In Attractive Plas- 

* tic Container $6.50 
Files 


ABSORB. POINTS extra stiff 
ne “. ° Pc. exexfine, exfine, fine, medium, 
coarse or asstd. Per box___$1. 35 


MEDIDENTA 


1420 Sixth Ave. New York 19, N.Y. 


Can't "CREEP"! 








BAL DOF. 
Deluxe Polishing Lathes 


Nearly 50% more weight anchors lathe se- 
curely—completely stops annoying bench 
“creeping.” Lathe stays cool enough to 
touch—even after hours of continuous use! 
Finest in its field. 


Write for bulletin 317N—includes prices on economy 
models, Series 200, and Baldor Dust Collectors! 


BALDOR ELECTRIC CO. 


4353 Duncan Ave. @ St. Louis 10, Mo. 































tol Super Attoy 


CERTIFIED TO MEET A.D.A. 
SPECIFICATION NO. 1 


FINE CUT 


Theta Superb Alloy (fine 
cut) is a micro-grained 
alloy. Amalgamation is 
extremely rapid. Excess 
mercury is easily ex- 
pressed and Carving may 
be done immediately 
after placement. The re- 
sultant filling has strong 
margins, minimal expan- 
sion and takes a high, 
permanent lustre. Also 
available in Non-Zinc for 
use where it is impossi- 
ble to eliminate all mois- 
ture from the cavity. 


Single ounce 
$2.00 


PELLETS 


Theta Superb Alloy pel- 
lets are made from the 
same micro-grained al- 
loy that has been lightly 
compressed into pellets 
without a binding agent 
of any kind. Each pellet 
weighs 6 grains. This 
gives easy, accurate dis- 
pensing with a uniform 
mix every time. 


Single ounce 
$2.10 





SPECIAL PACKAGES 


FINE CUT 
THE aid” a 


THE 20+2'PA PACKAGE 


e $37.40 — $1.70 per troy oz. 


THE ante” 10 PACK 


PELLETS 
THE as tegenor 


AGE 
Price $165.00 — $1.50 per troy oz. 


e $20.90 — $1.90 per troy oz. 


THE 2042" PACKAGE 


e $39.60 — $1.80 per troy oz. 


THE 100-4 10 PACKAGE 


Price $176.00 — $1.60 per troy oz. 


S) Theta Corporation 
United Office Bidg. e Niagara Falls, WN. Y. 

























AGE 
e $19.75 — $1.80 per troy oz. 
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like this 


Never a ghost image 
with Kerr's Rhodium 
Front-Surface Mirrors! 





Sharp, true reflection 
eases eye-strain, makes 
work less tiring .. . 


ORDER TODAY! 


KERR MANUFACTURING CO. 


Established 1891 
DETROIT 8, MICH. 


tel 


FRONT-SURFACE 
MIRRORS 
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Introducing the NEW 


CENTER BEARING 


Balance opublle 
BALANCE 


COMPLETED 


DENTURES 


Easily, accurately! In one short 15-minute ap- 
pointment you can perfectly balance out any 
bite discrepancies and processing variables. 





LAW: Confined gas exerts 
equal pressure in all di- 
rections. (Patents Pend.) 
You will be thrilled to see how solid dentures 
can become when the occlusion is in balance 
and pressure on RIDGES and CONDYLES are 
evenly distributed. Finish your dentures with 
your own denture technique and add this ‘‘Bal- 
ance Bubble” refinement. 


Send for your FREE INSTRUCTION BOOKLET 
today to learn how to correct loose-fitting or 
clicking dentures by this method. Try this on 
any problem case. This method is taught in 
University extension courses and is highly rec- 
ommended by dentists. 


MODERN DENTURE RESEARCH CO. 
5880 Hollywood Bivd., Hollywood 28, Calif. 








XUM 




























HYPEREMIA 


@ “Stirring up” circulation by means of massage is accepted good practice to 
eliminate sluggishness, congestion, stagnation—HYPEREMIA. And when such 
treatment is applied by STIM-U-DENTS to the interproximal soft gum tissue, 
their gentle massaging action serves as a quick and effective aid in overcoming 
this condition, forcing the blood along into the lungs for purification. 


Literally thousands of dentists have written us attesting the merits and 
effectiveness of STIM-U-DENTS and indicating their many specific uses. 


@ FOR BLEEDING GUMS @ AFTER PROPHYLAXIS @ CLEANING AROUND 
@ FOR RECEDING GUMS @ THE TREATMENT OF VIN- BRIDGES 
CENT’S INFECTION AND «_ @_ EFFECTIVELY USED 
@ FOR SOFT, SPONGY ponerse WITH ORTHODONTIC 
GUMS APPLIANCES 
@ EXCESSIVE CALCULUS @ CLEANING @ REVEAL CAVITIES 
ACCUMULATION TRAUMATIZED AREAS AND LOOSE FILLINGS 


An invaluable aid to prevention and treatment of PYORRHEA and GINGIVITIS 
Ask For FREE SAMPLES for Patient Distribution. 


FINISH WHAT THE TOOTHBRUSH LEAVES UNDONE 


| 
| STIM-U-DENTS, INC., 14035 Woodrow Wilson, Detroit 38, Mich. 
[-] Send FREE SAMPLES for patient distribution. 














| OH 1-61 
Dr. 

| Please enclose your Professional Card or Letterhead 
Address : 
City Zone State_ 
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Makes it easier for your patients 


Here is an entirely new 
approach to dental hygiene 
for the whole family...a 
major advance in dental 
brush performance. 














to practice what you preach 


NEW 


BROXODENT 


SQUIBB AUTOMATIC ACTION BRUSH FOR TEETH AND GUMS 


> * t > 7 . > 
Y i] baanii T Janse! + th, 4990 79 va. 
Y ¢) (ite sil es f“arri ,¢) r i); EN FE LTE fj wir (Je sie j ifm 
‘ 
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BROXODENT brings your patients three essential benefits: 
TECHNIQUE — Many patients “just don’t” follow your instruc- 
tions on vertical brushing. The Broxodent brush oscillates in a 
60° arc, gently brushing the gingiva and removing food particles. 
ELBOW-GREASE — Many patients are “‘too lazy” to make the 
necessary effort. Comfortable, convenient Broxodent does the work 
easily, requiring only a minimum of guidance. 

TIME — Many patients, also, are “too busy” to spend twice a day 
the necessary four or five minutes you recommend for the main- 
tenance of sound oral health. Broxodent provides in 45 seconds 
the required efficacy of gingiva brushing and debris removal. 
THE SAFE, SILENT MOTOR UNIT — Fully approved by 
the Underwriters Laboratories—the motor unit is self-lubricating 
and sealed in a watertight, shockproof housing. Easily operated 
by all members of the family, even children, wherever 110 volt 
alternating current is available. 

INTERCHANGEABLE BRUSH UNITS — Each member of 
the family has his own brush, soft enough to protect gingival tis- 
sues and tooth enamel — shaped to reach every déntal surface. 
Unconditionally guaranteed for one full year, Broxodent is available 
with two interchangeable brushes, a plastic travel case, and a conven- 


ient bathroom wall rack, at the better pharmacies, for $19.75. Extra 
brushes (in a variety of colors) can be purchased separately, two for $.98. 


SPECIAL INTRODUCTORY OFFER TO DENTISTS! 
Broxodent is available to dentists only at a special professional 


price of $14.85. Write now to E. R. Squibb & Sons, 745 Fifth 
Avenue, New York 22, N.Y., for immediate delivery. 





Sab 


: i: HLA Squibb Quality—the Priceless Ingredient 


*BROXODENT?® tS A TRADEMARK 































































Put some of your cash 
reserves in California 
and earn 


a% 


current rate per annum 
Safety insured up 
to $10,000 by the 
Federal Savings and 
Loan Insurance Corporation 


All accounts are exempt from 
personal property tax in California 
for residents of other states. We 
have always paid requests for 
withdrawals on demand. Funds 
received by us by the 10th of any 
month earn from the 1st of that 
month. Dividends are paid quar- 
terly. All transactions are handled 
by air mail and postage-paid air 
mail reply envelopes are provided. 


Assets over $170 million 
Reserves over $15 million 


FIDELITY. 





SAVINGS & LOAN ASSOCIATION 


225 EAST BROADWAY 
Dept. 117 
GLENDALE 5, CALIFORNIA 


Just minutes from the center of Los Angeles 


MAIL THIS COUPON 
FOR FREE INFORMATION 








NEW! STAINLESS STEEL 
UNIGAUGE KIT No. 4H 


COLOR CODED 
TEST INSTRUMENTS and HANDLES 





CONTAINING: 
460 Guttapercha Points 
410 Absorbent Paper Points 
60 Silver Points 
3 Test Files of Each Size 1, 2, 3, 4, 5, 6 
1 Test Handle of Each Size t, 2, 3, 4, 5, 6 
{ Set Test Wrenches 
i Pkg. Files Style B, Asst. 7-12 
Endodontic Plier 
gry Root ‘Canat Cabinet 
VALUE $46. 
THE TEST . :- a small and adjust- 
able stopper with a built-in scale. It can be ad- 


W ONLY $35.00 


justed with ease and rapidity to the exact length 
req 


for test reamers and 


Send For Our New 74-Page Catalog! 
UNION BROACH CO., 


80-02 51st Avenue, Elmhurst 73, N.Y. 


INC. 




















Please direct inquiries to: 


R. M. RIGGLE 
Asst. vice-president /Dept. 117 


Please send information about your 
association and latest statement. ». 


NAME 








ADDRESS 





CITY 








ZONE — STATE — 


ORTHODONTIC 
APPLIANCES 


can be used effectively 
in your practice... 














COIL SPRING 


To spread anterior spaces 
for missing teeth. 
Send your models . . . write for price list. 


OHLENDORF 


4470 SHAW BLVD., ST. LOUIS 10, MO. 


Orthodontic Appliances Exclusively 
































“Nothing like it for dry sockets © 


Page fetid Ya... Dtufpat 


wae a 


WONDRPAK 
in De Luxe Package 


Tip and squeeze 


Same time-tested WON- 
DRPAK now in colorless 
liquid with colored pow- 
der for pink mix; also 
white powder for white 
mix. WONDRPAK has 
long been one of the most 
widely used products in 
dentistry. 


Other Time-Tested Westward Products— 


TEMPACK Temporary Cement. Fast setting, durable, yet easily re- 
moved. Also in the De Luxe Package. 





PROSPAK Prosthetic Cement. Sets fast, yet allows time for manipula- 
tion. Slower liquid also available. 


SALIVA EJECTORS. Slot type—Hole type. Long, regular and child’s. 
B-L SALIVA EJECTORS. For buccal area and under tongue. 

CAUSTIC PASTE. Used instead of surgery under certain conditions. 
COPPER SULPHATE CEMENT. Svelto Prophylactic Paste and Powder. 


WARD’S SURGICAL PYORRHEA INSTRUMENTS 


Complete 
technique 

in each set 

The Ward technique is 
a simple, definite, prac- 
tical procedure for the 
surgical eradication of 
paradental pockets. 





Send for illustrated catalog 


WESTWARD DENTAL PRODUCTS CO. 


1037 Polk Street © San Francisco 9, California 
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EFFICIENCY PLUS... within an arm’s reach 


a? S. S. White Borden Airotor 
#3 Warm Air Syringe 


©) Triplex Syringe with 3-in-1 action... air, 
warm water and air-water spray 


© Control Panel: Airotor Lubricant Indi- 
cator, Call Button, Master Pushbutton 


5) Water Flow Control for Airotor 
6: Triplex Water Temperature Control 


7) Variable Foot Control—regulates amount 
of air — speed of rotor. Water is turned on or 
off by foot control while Airotor is in operation. 


@ Automatic Release Switch . . . simply step 
on this button and the C-M-A slides out 
ready to use. Step on the button again and the 
unit recedes into the cabinet. 


© Selectron Model XV includes— e Saliva 
Ejector e Cuspidor Flush and Saliva Ejector 
Controls e Cup Filler 

















THREE NEW WAYS TO HELP 
YOUR PRACTICE KEEP PACE WITH 
PROFESSIONAL PROGRESS 


S. S. WHITE’S NEW 


C-M-A* SELECTRON XV * SELECTRON XVI 


HERE’S HOW 

S. S. White’s new units simplify your work and improve your practice! 
OPERATING EFFICIENCY—These compact units bring office teamwork to a 
maximum, waste motions to a minimum, allowing you to treat more patients 
and have a more productive practice. ; 

OPERATING CONVENIENCE—Equipment functionally arranged “‘at your finger- 
tips’ for your particular and individual needs greatly reduces physical and 
mental fatigue. 


PATIENT APPEAL—The atmosphere of a smartly styled office makes your 
patients less apprehensive, more relaxed, cooperative, and easier to work with. 
It is a fact, too, that patients often judge the dentist by the appearance of his 
equipment. 


PROFESSIONAL ACHIEVEMENT—S. S. White units enable you to turn out a 
larger volume of your best dentistry ... help you keep pace with professional 
progress. 


See the NEW S. S. White units at your dealer’s store or ask his salesmen about 
them today. 


FLEXIBLE - VERSATILE - FUNCTIONAL 








eeeeeoaeeoeoeoeeoeee0080000080808080 
eeeseedeooooeo2eoeee0200088808860 


mm, 
S.SWAUrTes 


| r 
THE S. S. WHITE DENTAL MANUFACTURING CO. : PHILA. &, PA. 2/ 





























A unique 
opportunity... 


Today, many doctors, lawyers and profes- 
sional men of all kinds are going into the 
self-service, coin-operated laundry busi- 
ness. The reasons are obvious. Many of 
these new-type laundry stores are deliver- 
ing a 25% return on a small capital in- 
vestment. 


Here are some of the facts: The coin- 
operated laundry is one of the fastest 
growing businesses in the country. Cus- 
tomers simply come into the store, wash 
and dry their clothes in metered machines 
and leave. 


Minimum supervisionrequired: A Philco- 
Bendix coin-operated laundry needs no 
attendant. Only a couple of hours a week 
is required to empty the coin boxes and 
supervise efficient operation. There are no 
credit problems—strictly a cash business. 
Machine repair and daily maintenance 
are contracted to local people. You can 
spend full time with your regular business 
or practice and let the coin store run 
itself, 


Why are they so successful? Coin-oper- 


Own a high 
profit business 
that runs itself 


OPEN A PHILCO-BENDIX SELF-SERVICE LAUNDRY STORE! 


ated laundry stores offer customers up 
to a 65% saving over attended-type wash 
and dry service. They are convenient for 
busy people because they remain open 24 
hours a day, seven days a week. They give 
customers a chance to do their own wash- 
ing—their own way. 

Small initial investment: The overall cost 
of opening one of these stores, equipped 
with Philco-Bendix Commercial Washers, 
the only complete line of commercial 
washers engineered for coin use, is sur- 
prisingly low. Only a small initial invest- 
ment is required. The balance may be 
financed through Philco Finance Cor- 
poration. Return is so rapid that many 
investors amortize the total cost within 
a year. 


Act now! Investigate this exciting new 
business opportunity today! Send the 
coupon below for full information. Com- 
plete data on business locations in your 
area and valuable help in all phases of 
planning, financing and promoting a coin- 
operated laundry store are available from 
local distributors. 


Philco-Bendix Commercial Laundry Equipment 





PHILCO CORPORATION 


Commercial Laundry Adv. Dept. OH-8 
Tioga and C Streets, Philadelphia 34, Pa. 


Please send me information on Philco-Bendix 
Commercial Washers ...also the name of my 


local distributor. 


Name 





Address 





City Zone___State 
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is brought to you by Philco Corporation 
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. FOR CROWN FORMS 
BETTER THAN ANY YOU CAN BUY... 


so easy your assistant can make them! 
GET 














CROWNOMATIG 


MAKES PERMANENT JACKET CROWNS TO0- 
IN 252 SHADES, SHAPES AND SIZES 


Complete Set of Matched Materials 


including amazing “Master Molds” — 


only $49.50 at your dental dealer 


ask for a demonstration 


Hien ype 


_ 7512 S, GREENWOOD + CHICAGO 19, ILLINOIS 





































Improved 
IVORY 


Amalgam Carrier 


D. E. Amalgam 
Carriers are avail- 
able in any com- 
= bination of A-B as 
shown or C-D 
which are similar 
angles but larger 
in size. 





Regular : 


Easy to: 
e TAKE APART 
e KEEP CLEAN 

e ASSEMBLE 
e OPERATE 
e REPAIR 


B 
Distal 
Regular 





All parts are precision 
made and are hand 
finished 


Gooseneck made of 
special material to 
avoid clogging of 
amalgam 


Electrolytically 
polished to assure 
non-corrosion 


Handle hand ground 
for firm grip and 
triple-plated 


New type flat lever so 
finger will not slip off 


Cone socket discon- 
tinued, thru inquiry 
we find most doctors 
prefer solid end. 








Pat. 2,679,102 


MOST DEALERS 


KUL OVORRS, LETC. 


Manufacturer 
PHILADELPHIA 2. PA., U.S.A. 














Patie 


CA 


are 
Precious 


Patients are the life blood 
of your dental practice. They 
are your practice from the first 
day you open the door of your 
office until you retire. 

How you treat your patients 
will determine how successful 
you will be. They become 
prime sources of new patient 
referrals, or by the same token, 
they may never return or refer 


friends and relatives to your | 


practice. 

PBP’s program is patient- 
designed to help you serve 
your patients. You owe it to 
yourself to investigate PBP — 
find out how it will help your 
patients, your practice and you. 

Send for information today. 


PROFESSIONAL 
BUDGET PLAN 


Madison, Wisconsin 
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nt Dentists and patients, coast to coast, have ; 

pM, accepted the Ritter Audiac as the audio analgesia | 
er | system. Now Ritter, the pioneer in the field, 


— 
ur has augmented Audiac to keep pace J 
with your growing practice. *Trademark of Ritter Company Inc|) 


Ritter Audiac’s soothing effects are : pr 7 8 ‘i. | 
now available for either of two operatories —_ Beranek and Newman, Inc. | 
to at a flick of its two-station switch. You 

greatly expand its usefulness and increase 
ur the value of your second operatory. 

DU. Find out more about this big extra value 


/. in energy-saving, practice-building Audiac. 








RITTER COMPANY INC. Hh 
3801 Ritter Park 
Rochester 3, New York 

Please send me information on 
Ritter 2-OPERATORY Audiac. 


Z, 
> 
= 
©] 





Ritter /CartLe ...fINER PROFESSIONAL EQUIPMENT 


Ritter 





ADDRESS. 








; CITY. ZONE STATE__. 





XUM 
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Pick the Doo package that 


best suits your needs 


&%, 





3 


¢ — 4 


pie 
~~ oe 
f 
= 








100-envelope 
carton 


25-unit 


nS can 


12-envelope 
box 


One of these sizes is most convenient and economical for you! 





With D-P Cream, You Always Enjoy All These Benefits —. 


Dimensional Perfection—the accuracy of D-P Cream is controlled to within 
one-fourth the thickness of a human hair. 


Quick Mixing to a smooth, creamy consistency. 
Heavy Body, non-running. 
ao 
Extreme Elasticity, permitting safe removal over severe undercuts. 


Firm Body when set, eliminating fear of distortion. 





Clean, Smooth stone or plaster casts. 


Accuracy Maintained over a long period without need for fixing solutions. 
_ Order from your Dental Dealer TODAY! 





a imensional 
Dental Perfection Co... Ine. 
erfection 543 West Arden Ave., Glendale 3, California 


In 


infections 
consider 
the 
ora 
route 


easier for your patient...easier for you 


ACHROMYGIN VY GAPSULES | 


Tetracycline HCI with Citric Acid Lederle 


easy to administer, more acceptable 
than injections, minimal risk of severe 
allergic reaction (J no need for sterile 
preparation of needle, syringe, or solu- 


use, or on prescription, from any phare 
macy. 250 mg. (blue-yellow) capsules. 
Average adult dosage: 4 capsules daily. 


Precautions: The use of antibiotics occa- 


tions 0 effective against a widé range of 
infecting bacteria . . . side effects are 
minimal and mild. Available for office 


sionally may result in overgrowth of non- 
susceptible organisms. Constant observation 
of the patient is essential. 


LEDERLE LABORATORIES, a Division of AMERICAN CYANAMID COMPANY, Pearl River, New York QQQaaagD 
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SEND FOR PHYSICAL PROPERTIES CHART 
DESCRIPTIVE LITERATURE AND PRICE LIST 








(ENGAELAARD 4449 &/ 3S 7 FR 7 S&S, SIZ. ) 


BAKER DENTAL DIVISION 


850 PASSAIC AVENUE © EAST NEWARK, NEW JERSEY THE WORLD'S LARGEST 





WORKERS AND REFINERS 


NEW YORK CHICAGO LOS ANGELES SAN FRANCISCO 
OF PRECIOUS METALS 















YOU REALLY MEAN IT? 














AMCO CEMENT 
SETS UNDER WATER 


Through your dealer or 
Send $1.00 for generous portion 


Safe, adhesive, insoluble, all the 
requirements of a dental cement, 
plus. In addition, moisture does not 
effect its set, assuring under-the-gum 
strength. All restorations are now 
cemented with teeth in occlusion, 
a tremendous advantage. 


AMERICAN CONSOLIDATED MFG. CO., INC. 











NINETEENTH STREET © PHILADELPHIA 30, PA. 
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for better 
dentist-patient 

relationships... 
try these 


three steps to pleasanter dental therapy 
with 


Thermodent Tooth Paste 


Are you and your patients getting all of the benefits possible with 
Thermodent Tooth Paste? Although the efficacy of Thermodent in 
relieving and controlling dental sensitivity due to hot and cold foods 
and drinks is readily recognized, an awareness of its full potential can 
aid you enormously in your practice. Consider these three simple steps. 
@ Step 1: Recognize the sensitivity. Even without patient complaint, 
recognition is relatively easy because sensitivity often accompanies 





more serious conditions, among which are: recession * erosion 
- malocclusion * unrestored missing teeth + clasp abrasion + excessive 
brushing * inadequate brushing. Investigation has indicated that as 
many as one in four patients may be suffering from dental hyper- 
sensitivity. Hi Step 2: Begin adjunctive therapy with Thermodent. 
Used between visits, Thermodent can diminish undue discomfort 
during instrumentation at the chair. It is important that you empha- 
size daily and continued Thermodent brushing during this treatment 
period for best results. Your patient will be more comfortable, while 
you will benefit in time saved by not having to “‘go slow’— a pleasanter 
experience for both of you. M Step 3: Recommend “well care” with 
Thermodent. It is completely safe for your chronically sensitive patient 
to continue indefinitely in the normal routine of good oral hygiene. 
Thermodent is an excellent cleansing dentifrice for everyday mouth 
care. Not only will desired relief from hypersensitivity be maintained’ 
between office visits, but you can be assured that the improved mouth 
comfort will facilitate proper dental care. Try Thermodent’s “Three 
Steps” and see if it isn’t so. BH Thermodent is promoted only to the 
profession, and is available in 2-ounce tubes at all pharmacies. 


_Sh0d. ts COMNG gg Co. e Sne New York * Montreal 
L 
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FLUORIDE IN THE WATER OR NOT! 


You can safely recommend accepted 
Craig-Martin Tooth Paste, even to 
your very youngest patients without 
restrictions or limitations. . 


There are no cautions or restrictions on 


Craig-Martin 
TOOTH PASTE 


Compounded with 
MILK OF MAGNESIA 


Craig-Martin Tooth Paste with Milk 
of Magnesia has been recommended 
by dentists for years who have found 
Magnesium Hydroxide the active in- 
gredient of Milk of Magnesia most 
effective in protection against tooth 
decay producing acid. Children and 
adults alike enjoy its delicious flavor 
and its efficient polishing and cleans- 
img action. 


Sensibly priced 
GIANT FAMILY 





| Comfort Mfg. Co. OH-1-61 
| 500 S. Throop St., Chicago 7, Ill. 


| Send samples of Craig-Martin Tooth 
Paste, also toothbrushing charts to: 


(Professional card enclosed) 





St. & No. 





State. 





Drug Store Name 





: 





DOCTOR... 











(Please print plainly) | 








r—-———-—-—-— -— — 
re) 
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Apply Hemodent to Bleeding Area with 
Cotton Tipped Applicator or Pledget. 
Use Hemodent before 
inserting a silicate fill- 
ing, placing a cement 
base or amalgam res- 
toration, or cementing 
full crowns. Hemodent i 
is ideal during and LIQUID 
after scaling, curettage, gingivectomys 
and gingivoplastys—before and after 
taking subgingival impressions. 

e Contains No Epinephrine ¢ Hemodent 
is Bacteriostatic © Provides Topical 


Anesthesia — and allays gingival dis- 
comfort 


lA ALSO 
Hemodent 


GINGIVAL RETRACTION 


CORD 


Hemodent-treated cord pro- Jiffy 
vides rapid gingival retrac- Dispenser 
tion, with control of bleeding and seep- 
age (normal mouth moisture will acti- 
vate the dry cord). 


ASK YOUR DENTAL DEALER OR WRITE 














lie. 
—— [eee 
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DENTAL PRODUCTS COMPANY 
sdalilolelsilolallc MAME «lo 


The direction you give your practice is important to you and your community. 
Whether you specialize or deal with the broad challanges of family dentistry, your 
practice should include some dental services for children. & When considering 
time-and motion-saving techniques for youngsters, look to Rocky Mountain. 
Rocky Mountain symbolizes leadership and quality, the only Company in the 


world to contribute over a quarter of a century of research and development 
solely for improving Orthodontics and Dentristry for Children. & 


Rist ee YY ARO OU NOT AANA 


COPYRIGHT 1960 ROCKY MOUNTAIN METAL PRODUCTS CO. ALL RIGHTS RESERVED. 











THE COMPLETE PROGRAM FOR 
EARLY PREVENTION AND CARE 


Before Rocky Mountain, there were no companies devoted to special- 
ized research and development for Orthodontics and Pedodontics. 
Since our founding over a quarter century ago, Rocky Mountain 
has been dedicated to listening to trends and translating needs of 
these fields into precision, time-saving products and services. ™ 
The advancements pioneered by Rocky Moun- 

tain have enabled specialists and family den- 

tists to improve operating efficiency and to 

extend quality dental health services to more 

and more children. @ Today, over 16;000 dif- 

ferent R.M. Products and specialty variations 

are shipped each month. Some popular, 

extra R.M. Services are: R.M. Product 

Educational Programs for small groups, 

consisting of films, demonstrations, and 

actual work periods for those attending... 

R.M. Public Relations Booklets and Films for 

parent-patient and public education. @ Product 

and Service Development is a continuing 

program at Rocky Mountain. For the latest information, write for 
“R.M. Packet '61."" We will send two interesting Research and De- 
velopment Bulletins and a Check List for ordering catalogs and lit- 
erature on R.M’s complete program for early prevention and care. @ 


| ce) ROCKY MOUNTAIN METAL PRODUCTS COMPANY 


BOX 1887, DENVER 1, COLO. * NEW YORK*® SAN FRANCISCO 


; Vial ates. tla etelaladteata 
PIONEERING « PROGRESS e 


ORTHODONTICS DENTIS 





What’s she doing that’s of interest to her dentist? 


She’s drinking a glass of pure Florida orange juice. And that’s important to 
her dentist for several reasons. 

Your patient’s oral health is directly related to the quality of her diet, and 
a good diet includes a generous amount of vitamin C and any of the other 
nutrients found in citrus fruits. 

There’s actually no better-tasting way for this young lady to obtain her. 
vitamin C than by doing just what she is doing, for there’s no more refreshing 
source than oranges and grapefruit ripened in the luxurious Florida sunshine. . 
An obvious truth, you might say, but not so obvious to the parents of many 
teen-agers. 

We know that a tall glass of orange juice is just about the best thing a patient 
can reach for when he or she raids the refrigerator. We also know that if you 
encourage this refreshing and healthful habit among patients of any age, you'll 
be helping them to the finest between meals drink there is. 

Nothing has ever matched the quality of Florida citrus—watched over by 
a State Commission that enforces the world’s highest standards for quality 
in fresh, frozen, cartoned or canned citrus fruits and juices. 

That’s why the young lady’s activities are of interest to her dentist. 


Hy 
©Florida Citrus Commission, Lakeland, Florida 





















The ELASTIC IMPRESSION POWDER 
that gives more Accuracy 
plus ... Pleasant Flavor. 


EASIER TO WORK WITH 


Lang's smoother, creamier mix assures maximum 

- accuracy in the resulting impression every time... 
and Lang's high viscosity formula prevents material 
from seeping down patient's throat during the 
taking. Lang's elastic has the ability to hold water 
and no dimensional change occurs if model is 
poured in reasonable time. 


PLEASANT FLAVOR BUILT IN 


The fresh, pleasant flavor of Lang's Elastic makes 
your patient's chair time more pleasing and less 
tedious. Look for the Lang trade name... it’s your 
guarantee of the finest material made. 





LANG DENTAL MFG. CO. 
828 W. MONTOSE AVE. + CHICAGO 13, ILL. 































in aie [ MARKERS & BRACKETS J 


Distinctive design. | 
KT Shi Sell Artistic ine: Re- Pn Le 


y flectorized letters (if eee 
} . ADAUSTABL a age 24 | DR. J. M. HILL | 
von ndbnn our visibility. Write 
ae Se for brochure “OH”. DENTIST 


© TO FIT ANY MOUTH 
® TO REACH ANY AREA 





ANG a) 5 (@) 3.05 | 
MARKERS wnc A Lawee | 


ALUMINUM 


WILL NOT ""SUCK- IN” TISSUES 


654 W. 19th St. © Box 59 « Erie, Pa. 



















© for FULL or PARTIAL dentures 
Uppers—without a palate 2 





Lowers—completely stabilized : 


Tooth root used as anchor for dowel 
portion of attachment 


Cap of attachment is permanently 
incorporated in denture. 


Price $12.00—thru your dealer or direct 
for descriptive folder write to: 


BISCHOF-DOSENBACH CO., 308 N. Sixth St., St. Louis 1, Mo. 
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WATER TECHNIQUE 


Engineered for high-speed “washed-field” dentistry. COMPACT—re- 
quires less than 1 sq. ft. floor space; QUIET—the only sound is the 
flow of air; POWERFUL—famous air-cooled, especially rebuilt vac- 
uum motor gives full 44” Vortex; HANDSOME FORMICA TOP— 
neutral plastic finish (sealed to resist stains) blends easily with pres- 
ent equipment; NEW GRAY PLASTIC mouth pieces; NON-CORRO- 
SIVE—permanent plastic cap and connectors, Price, only $195. Com- 
plete literature available upon request. 


Available in seven different colors. Ask your dealer 


for trial. You will sell yourself. 
GLEN A. OLSEN 838 Blue Lakes Boulevard North, Twin Falls, Idaho 
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s Common Practice 





FASTEETH is made from a carefully 
blended combination of gums. Because 
it is alkaline FASTEETH is not easily 
liquified by salivary enzymes. And 
it does not seep readily from under 
the denture as many pastes do. 





é In Prosthetics 


1] 


to include FASTEETH 
powder as a simple 
aid in making less 
distressing the 
adjustment from 
natural teeth to 

the first denture. 


FASTEETH 


DENTISTS’ 
* 


ALKALINE 
DENTURE 
POWDER 











FASTEETH is made exclusively by 
Clark-Cleveland, Inc., Binghamton, N.Y. 





Like the force of a hurricane! 
Quiet as a gentle breeze! 


PEL- LV AX 


Leper 











The 7-Ways-Better-For-Your-Practice 


new EVACUATOR 


@ Neater, more compact appearance. 

@ Greater pick-up power—drawing 50% more air 
through hose at speeds of 160/200 mph. 

© Motor runs 40-50° cooler, thanks to increased 
air volume and velocity. 

@ Flood-proof—new “splash” cylinder ingeniously controls 
the air and water flow. 

© Corrosion-resistant lower canister—plastic-lined 
for complete protection. 

@© Easier to clean and disinfect. 

@ Unbelievably quiet operation— engineered to reduce 
office noise. 
See this modern-day miracle for the modern-day 

dental practice at your dealer. 


the! Petten : (.-.. sommpneny 


CHARLOTTE 3, NORTH CAROLINA 
Fine Professional Equipment since 1900 
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For 

e Inlays and crowns 

e Partials and bridgework 

e Heavy flasks and stone models 


Engineered 
For 
e All purpose Dental use 
e Heavy duty usage 
e Years of trouble free service 
e No jumping or creeping 
@ Quick cleaning 


See Your Dealer or 
Write to 


The Toothmaster Company 





TOOTHMASTER 


3 Calibrated Speeds 








ALL PURPOSE 
INVESTMENT 


VIBRATOR 


Sasa 


Price Only $23.50 


Racine, Wis. 











LES-CAV 
DROPS 


sodium fluoride solution 














PROTECT HIS 

TEETH 

THE NATURAL 
FLUORIDE WAY 


CROOKES-BARNES Laboratories, Inc. 
Wayne, New Jersey 











lh 


That dental decay can be largely prevented 
by fluoridation of community water sup- 
plies is now an established fact. However, 
water fluoridation is far from a universal 
practice - Les-Cav makes it possible to pro- 
vide everyone with the caries-preventive 
action of sodium fluoride « Easily added to 
water or fruit juices *« 60 cc. bottle with 
dropper calibrated for accurate dosage. 


Available at pharmacies on your prescrip- 
tion. Descriptive literature and brochures for 
patients provided on request. 
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Spee-Dee*® 
STAINLESS STEEL 


SALIVA EJECTORS 
with SOF-TI? GUM 
RUBBER TIPS 


assure powerful 


uninterrupted DEEP 
removal of 

Saliva, water | MEDIUM 
and | 

debris... 


SHALLOW 
when using 


“HIGH SPEED hand pieces!” 


@ Unique design permits easy access 
to even remote posterior regions. 


@ Aspirator tip always rests comfort- 
ably on the floor of the mouth, 
regardless of position. 


@ Available in three styles, deep, medi- 
um, shallow. 


@ Easily sterilized. 
Stocked by recognized dental 
supply houses. 


*For further information, 
write to 
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OPOTOW 


IMPRESSION PASTES 
and SUPPLEMENTS 


IMPRESSION PASTE 
Standard 


For over two decades the 
Standard Paste of the pro- 
fession all over the world 
.-for all full impressions, 
washes, relines, etc....has 
proper flow characteristics, 
setting hardness, dimen- 
sional accuracy and stabil- 
ity for the most discrimin- 
ating practitioner, 












PASTE ore" 
for LOWER 


IMPRESSIONS = f= f= 


Equally efficient as the | 
Standard Paste, but has — 
controlled fiow for opti- 
mum results in lower im- 
pressions. 


enn, 





b. if 
eg 
| : } > 
Base. ainnmsnes 3 Ree. ha eet 


‘ MANDIBULAR and 
PERIPHERAL PASTE 


Used to establish upper 
and lower peripheral 
boarders and for lower im- 
pressions. 


if it’s necessary to alter 
the setting time of your 
Zinc Oxide-Eugenol impres- 
sion material because of 
temperature, humidity, or 
for individual patient's re- 






quirements without alter- 
ing the consistency or | 
setting time, Opotow 
Quick-Set and Slow-Set will 
prove to be the most effi- 
cient supplements to your L 
regular materials. gia 
euteals tee Gadtenes on aa ea Ob ee ie a ie 
AVAILABLE THROUGH REPUTABLE DEALERS 


Send for literature 














ocal treatment 


or local pain 





POLORIS 


Safe, sure, effective...simple and economical to use 


Local analgesia for local dental pain is 
of clinical value in treatment of 


Poloris Poultice produces counter- 
irritation to stimulate capillary activity 
—increases blood flow to relieve pain 
and speed natural processes of repair. 
Applied at the site of pain, this local 
therapy provides a better psychological 
effect and avoids systemic reactions. 


abscess ¢ gum inflammation 
non-serious emergency pain e erupting 
third molar ¢ pain after extraction 


POLORIS IS ADVERTISED 
TO THE PROFESSION ONLY 


Professional samples available on request. 


BLOCK DRUG COMPANY, INC., 105 Academy St., Jersey City 2, N. d. 
Quality Products for Dental Health 
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PROPH YLAX 1h 
POLISHERS | 
America’s — 

largest 

sellers? 


ANSWER: 


controlled LIP-ACTION 


Annular ribbed construction produces definite controlled 

lip-action under gingival free margin for fast cleaning and Re 
polishing. Contour conforming lip-spread contacts four ee 
times more tooth surface— speeds treatment 4 to 1. | 


“ae 
A 


dentifrice reservoir 


Holds dentifrice for gradual escape to working lip, fed 
by compression through central opening of cup. Cen- 
tripetal action eliminates spraying. 


7 
: 
4 
i 
Ff 


for complete prophylaxis SHOCK-PROOF BRUSH for 
Use all three stubborn stains. Unusual flexibility 


allows natural bristle brush to run 
DENTICATOR accessories cooly and smoothly. Vibration 


absorbed in rubber socket base. 





TAPERED TUFT effectively 
reaches areas inaccessible to 
DENTICATOR HANDPIECE two-way polisher or brush. Excellent for 
rotary action gives twice the life of ordi- interproximal spaces and 
* nary one-way screw shank type handpieces. atypical areas. 


Over one million sold all three snap on handpiece 


DENTICATOR 


REG. U.S. PAT. OFF. 
sold by dental dealers throughout the world 
Copyright 1959 U.S. Pat. No. 2,017,881, 2,789,352 and 2,656,559 
Manufactured in U.S.A. by THE DENTICATOR CO., INC., 1068 Mission Street, San Francisco 1, Calif. 
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FoR A MOBILE 
EQUIPMENT TABLE 








“Work Simplification’ agree that basic 
equipment and instruments required for 
routine operation must be placed 
in the “work area” (about a five- 
foot circle, with the patient’s head 
the approximate center) within 





























Recognized authorities on 








easy reach of both dentist 
and assistant... 





the MOBILE TABLE 
VACUDENT 


with Aero-Turbex and accessories, 
fulfills several important requirements 
for Work Simplification programs. | 
— A mobile working surface easily 
reached by both dentist and assistant 
permits maximum flexibility for 
variation in working positions and 
procedures. Increased in efficiency 
through combination—or available 
individually—the Vacudent, Aero- 
Turbex, and turbine accessories shown 
will assure greater efficiency and ease 
of operation in today’s (and 
tomorrow’s) dental offices. 


























Mobile Table Vacudent with Auxiliary Shelf 

. Aero-Turbex with Quick-Switch containing 
Stondord Miniature Aero-Turbex Contra 
Angle Handpieces. . -and .Vari-Tek variable- 
speed foot ney: 








TO DISCOURAGE 


thumb 
sucking 














nail 
biting 


RECOMMEND 









7 Just paint 

| on fingertips 
| At all 

| Drug Stores 


















ACCURACY 
INSURANCE 

















— Cloverleat 


XX QUICK SETTING PLASTER—for 

accurate overall impressions 

STURDIROCK—for accurate, hard 

models and dies 

PERFECTED INVESTMENT — for 

accurate, cican, glossy castings 
Guaranteed to satisfy — or return 
for full credit 


Ask your dealer’s representative 
Prices FOB Newark or Chicago 


JAY E. HEALEY CO. 
| 21 Baldwin St., Newark 2, N. J. 
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| plated stainless steel. 





_ steel 








Doctor: 


If you have a | 
stereo phono- | 
graph or tape — 
recorder... 








‘Model WJ-1 


$759, 00 F;' wy 





put them to work 
on your patients. 
sear They will love 
— wen AUDIO ANAL- 
$75.00 *9-  GESIA with— 


AUDIO ANALGESIC PATIENT 
ASSEMBLY 
Immediate Delivery Available 


Simple Attachment: only three instant 
plug-in connections to ANY stereophonic 
phonograph or tape recorder or piped in 
background music; and a monaural tape 
recorder. 
Multiple Uses: additional operatories re- 
quire separate Audio Analgesic Patient : 
Assemblies only. 

Sole Representative: 


J. C. Normile Co. 


1402 N. Mariposa Ave., Los Angeles 27, Cal. 
Mfd. by Magnetic Medical & Dental Products, Inc. 














Extra Strength, Beauty i 








in beautiful high gloss 
stainless steel or gold 


PRE-SHAPED— 
ready to use 


FREGO 
STRENGTHENERS 


show through when molded in clear acrylic. 


Also, now available one piece 4’’ x 4’’ stainless 
Frego mesh, chrome or gold _ plated. 


SPECIAL FREGO FRAME FOR LOWERS 
Helps guard against the common breakage of lower 








| dentures during the cleaning process. 





IN ADDITION to the advantages of a _ thinner, 
lighter, stronger denture, the FREGO frame improves 
quality of denture base—for the simple reason that a 
ee insert cures acrylic better. 


iP. T. SCHWEYER Dental Specialties, 
4236 West Ave. 42, Los Angeles 65, Calif. 


Please send me free informative literature. 
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is a general purpose 7.5 ce Bottle.............. $2.75 
solution indicated for 1 oz. Bottle... $9.00 
control of all capillary 15 ce glass dropper 

bleeding or seepage. bottle $5.00 











A DRY, soft cotton cord impregnated with 8:100 
racemic epinephrine. Provides a positive, fast and safe 
method for retraction of gingival tissue previous to 
impression taking or placing of fillings or crowns. 


\ CARE saieasi Per Bottle............ $2.75 


O’WEGER GINGIVAL RETRACTION INSTRUMENTS 
Two stainless steel precision instruments, each double- 
ended, giving a total of 4 different angles for maxi- 
mum utility. RE: $5.50 


RETRACTION TEAM 


Both Gingi-Pak and Orostat (15 ce 
glass stopper Bottle) in one conven- 
ient package. Their vaso-constrictor 
action assures a clean, clearly visible 
operative area. Give a fine edged im- 
pression. Extra patient comfort. Non- 
toxic. Not styptic, caustic or escharotic 
and will not damage tissue or bone 
structure in any way. Stable and have 
long shelf life. 


Thee 7) ———- : , 
SINGI- PAR | 


tower ine. 
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Per Package........ $7.25 













ALWAYS SAY ye TO BE SURE! 


“WSF CAAA KZ E, Re 
Your dental dealer will supply you. ZW West los Angeles __, Calif. 
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Regardless of who makes it, 
your canal point should do 
the job for which it is specifi- 
cally intended. That’s why 
Moyer provides you with a 
Gutta Percha point, hand 
rolled (that’s the better way, 
of course) that tapers uni- 
formly from top to tip. 
There’s nothing big-headed about 
these—you have an unobstructed 
view from top to bottom when 
seating Moyco canal points, They’re 
stiffened just enough so as not to 
bend or distort. 






White 


Pink $1.40 Types—X-fine @ Fine © 
or Fin 


per box Medium @ Coarse @ Assorted. 
of 150 


Manufactured and Distributed by 


THE J. BIRD MOYER COMPANY, INC. 


117-21 NORTH FIFTH STREET PHILADELPHIA 6, PA. 


Aud Meer May We Send 


THE COMBINATION You Our 
VAC-U-VESTOR AND POWER-MIXER PROOUCTS 


DIRECTORY 3 








A true "Space Saver" for superior efficiency 
and results. 


A single unit for 

| SPATULATION 

VACUUMIZING 
VIBRATION 


Two separate drive shafts: for vacuum- 
mixing and vacuum-investing by VAC- 
U-SPAT, another drive for vacuum- 
mixing larger quantities plasters, 
stones, etc — even alginates with 
the VAC-U-MIXER. 





There is real Power and Vacuum in : 
this ‘‘Space Saver’’ lime TEN cece i ae | 
i YUAN] CORPORATION 
NEE ASL1__/ LOUISVILLE, KY 












































am eye-monitored sound levels! 


& 


CAVITRON 44A AUDIO-SONIC 
engineered to fit your office—and your pocketbook 


Visible monitoring of sound levels — the assurance of an easy to 
read decibel meter right on your chairside control! 

In addition, you get the most compact, space-saving design — 
plus true professional quality hi-fi stereo reproduction. 


CHAIRSIDE DENTIST'S CONTROL. Mount 
it on unit bracket arm, unit light post, 
wall or table. Includes decibel meter 
for monitoring sound level . . . Den- 
tist’s stethoscope type earphones ... 
Patient's headphones and hand control 
with separate knobs for music and 
white sound 


REMOTE MASTER UNIT. Set it in any 
convenient location — up to 25’ from 
the chair. Takes snap-in endless-loop 
tapes for continuous play. Has outlets 
for a second operatory 


Use the soothing AUDIO-SONIC to relax your patients—distract 
them from operative procedures—make your work easier 
The cost—only $750.00 complete with four music tapes 
Ask your CAVITRON dealer for a demonstration today—or write for details 


Gu aee a= ae oe eee eee eee eee eee eee eee eee eee ere eee eee eee 


Please send me detailed literature on... 


O.H. 1 


(1 Your new CAVITRON 44A AUDIO-SONIC 


CAVITRON [] Your versatile CAVITRON “30” for ultrasonic prophylaxis, deep 


CORPORATION scaling, curettage, gingivectomy, amalgam condensing 


42-15 Crescent Street 


Long Island City 1, N.Y. Address 


COCO CEE REE EEE EERE EEE EEE EERE EE EOOEEEEEE EEE SEES EEEEH EES EEEESEESESOHESEEESIOOOOD oe 


Zone 











A Sew. AMALGAM CARRIER 


Jf with Weracte NON-CLOG ee / 


Here—at last—is a scientifically designed amalgam carrier 
that will not clog! 

Amalgam particles will not adhere to the new, efficient nylon 
nozzle . . . thus—vo clogging. 

Interior parts are made of finest grade stainless steel and brass; 
the exterior is chrome plated. 











Made in 2 sizes—#2 Regular and #21 Large. 
Order through your dealer, 


Manufacturing Corp. 


2911-23 Atlantic Ave., Brooklyn-7, N. Y. 
























PROPHY Superba CONTRA 


ANGLE TOP QUALITY ANGLE 


$750 HAND Pieces $750 


COMPLETE SATISFACTION 
GUARANTEED. 


















Superba handpieces are made of the 
highest quality material plus precision 
workmanship to give you smoother per- 
formance at higher speeds. Your money 
refunded if you‘re not entirely satisfied! 











SER LEE EE OO 


2-Pulley Straight Handpiece 


——- $1800 


Write for SUPERBA DENTAL PRODUCTS, Inc. 


Dept. A 
4473 Gresham St., San Diego 9, California 








complete literature 
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4, THE NEW YORK HOSPITAL—CORNELL MEDICAL 
CENTER. PRESENTED AS A SCIENTIFIC EXHIBIT AT 

# THE AMERICAN DENTAL ASSOCIATION ANNUAL 

; SESSION, (NOVEMBER) 1957. 





4 2. BEHRMAN, S. J.; FATER, S. B.; GRODBERG, D. L.; AN 
: EVALUATION OF OXYGENATING AGENTS IN THE 
TREATMENT OF GINGIVAL INFLAMMATION. J. DENT, 
meo., (octoser) 1958. 


SENTER, A. D., B.S., D.0.S., M.S.; A CLINICAL EVALs 
UATION OF AN OXYGENATING AGENT. ORAL SURGERY, 
ORAL MEDICINE AND ORAL PATHOLOGY. 

(march) 1959, 


skid Seg 


hE Be PR MRES 











» QUICK 


HELP FOR 


BLEEDING 


GUMS 


In treating gingival bleeding, AMOSAN 
is a 93.3% effective ancillary aid.t 


AMOSAN (Sodium Peroxyborate Mono- 
hydrated Buffered with Sodium Bitartrate 
Anhydrous) supplies 550% more oxygen 
than Sodium Perborate N.F.2 Low surface 
tension (37.3 dynes per cm) of AMOSAN 
solution encourages pocket penetration. 

The almost neutral ph of 8 provides a 
bland application of a high concentration 
of antiseptic effervescing oxygen to com- 
bat anaerobic oral bacteria without the 
hazards of antibiotics. Try AMOSAN in. 
a difficult case and see how much it can 
help you. 

At the first sign of bleeding gums, gin- 
gival recession or tooth mobility, use, rec- 
ommend and prescribe the adjunctive use 


““AMOSAN 


Samples and professional literature available upon request. 
THE KNOX COMPANY 1400 Cahuenga Bivd., Los Angeles 28, California / Fort Erie, Ont., Canada 
© THE Knox CO, 
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COMPARE — and you too will 
choose the auxiliary engine 


with the big PLUS values 


Bigger, stronger motors — a full 1/, or 1% 
HP for maximum torque at all speeds 


€> Speeds to 12,000 or 45,000 RPM, de- 
pending on model 


€} Arm has offset pulleys and individual axles 


for smoother, quieter operation and longer 
belt life 


© Engine inspection ports let you do 
the simple maintenance that avoids 
costly repairs 


+) Wide choice of models — bench, wall, floor, 
Unette type or unit mounted 


Ask your dealer or write for literature 


EMESCO DENTAL CO. 
150 Fifth Ave., New York 11, N.Y. 









PARKELP 


Made of carefully pro- 

cessed Pacific Sea Kelp. 
Rich Natural Source of SSS 
lodine. Desirable dietary supple- 
ment. Tablets or Granular. 


) <> SEAMAR 
Natural Sea Kelp, pro- ; 

cessed and ground, 

er provides a natural 

wun bulk laxative — easy 

: to take, gentle in ac- 

tion, increases ‘intes- 

” tinal bulk. Ask for it! 


y PHILIP R. PARK, INC. 
Di Kelp Processors since 1928 | 
perth. 42, 2, Outer Harbor, » San Pedro, Calif. | 


Locate 
occlusal 
high spots 
easily ... 
with 
OCCLUSAL 


TRANSFER DYE 


| A tacky adhesive paste-dye method that has 
| proven successful in dental practice for all 
| types of occlusal balancing; Full dentures, 


partials, natural teeth, crowns and bridge- 
work. 


EASY TO APPLY EASY TO REMOVE 
NON-INDELIBLE PURE U.S. CERTIFIED COLOR 


( oe Including tube of dye, 
$ 3 50 disposable applicators, 
P a P aid and directions. 


MODERN DENTURE RESEARCH CO. 
5880 Hollywood Bivd., Hollywood 28, Calif. 





CRB Ma te to ect 


She will benefit from Amm / nf Cf} 


Ammident is not advertised to the 
public, so this youngster is not 
likely to enjoy the advantages 
it offers for proper home care 
unless your recommendation and 
instructions to her are specific. 


With your guidance, Ammident 
is an effective ally to good brush- 
ing habits and better oral hygiene. 


Teen-agers using Ammident in 


> 


a clinical test experienced about 
50% fewer caries than the control 
group. 

Patients of all ages will appre- 
ciate your recommendation: 
Ammident tastes good, foams 
well, and cleans effectively —com- 
bines both ammoniated and anti- 
enzymatic ingredients for syner- 
gistic effect in raising the pH of 
enamel and plaque. 


a 
ny » RECOMMENDED BY MORE DENTISTS THAN ANY OTHER DENTIFRICE! 


a Lips . 


105 Academy Street, Jersey City 2, N.J. . 


,-BLOCK DRUG COMPANY, inc. 


Quality Products for Dental Health 











15c per word, initials 
and figures used each 
counting as one word, 
Please send your remit- 
tance with your order. 


PROFESSIONAL OFFICES FOR RENT: 

Ideal corner location on highway #27 in the 
heart of downtown Homestead (thirty miles 
south of Miami). Approximately eight hundred 
square feet, partitioned, air-conditioned, eleva- 
tor; one hundred seventy-five dollars per ‘month. 
Suitable for dentist, medical doctor, technician 
or pediatrician. Technicians have one hundred 
thousand 6 ye to draw from. Contact Ir- 
vin Barnett, P.O. — 563, Homestead, Fla., 
CI7-4939 — ~ C17-4128 


FOR SALE OR RENT: Fully equipped den- 
tal office, two chairs, living quarters included. 
Practice located in resort area, badly in need of 
a dentist, present owner is ill. Mrs. F. W. Fos- 
mo, Webster, Wisc. 


FOR SALE: X-Ray; Ritter Model D., serial 
No. 8D2602, cream white, new condition; six 
hundred fifty dollars. Dr. Ralph B. McRey- 
nolds, Quincy, Il. 


FOR SALE: Orthodontic practice in Illinois. 
Good fees, good gross, low overhead, unop- 
posed. Prefer trained man but will consider 
Dewey or Preceptor training. Excellent chance 
for family man to work from the beginning. IIl- 
ness forces sale. Replies confidential. “HA” 
Oral Hygiene, Pittsburgh, Pa. 


SAN DIEGO, CALIFORNIA dentist wants as- 
sociate who will buy into and within one year 
take over practice including building and real 




















The 
Ultimate Craflsmanship 
In 






$12.5 50 


Full size parts are engineered into a shorter design 
without latch. All materials are stainless and non-cor- 
rosive .. . hardened where needed for extra wear. 
Furnished for Doriot hand pieces with bushing for 
hexagonal nose, $1.00 extra. 


Order From Your Dealer 


Young Dental Mfg. Co., St. Louis 8, Mo. 
BS POLISHING ANGLE 


SUPREME 
in its field! 





To help you determine which pol- 
isher combines maximum efficiency, 
smoothness, coolness and comfort, we 


offer you a free sample. Just mail 
coupon below. In actual usage, we 
believe you'll find, as have thou- 
sands of other dentists, that the BS 
Polisher is supreme. 





Young Dental Mfg. Co. im 
4958-0 eo Tracks | 
' | 

| 











St. Louis 8 

Yes, please send a sample BS 
Polisher. 

i: ceihdé swam he aeodetneé wee | 
EE Re eee ae ye Be Nee 


“vee eer near ee er eee eer eee eee 

















ORAL HYGIENE e JANUARY 1961 


WANT ADS 


Restricted to help and 
positions wanted, and 
practices wanted, and 
practices for sale. The 
minimum charge is $6. 








estate. Mixed racial neighborhood; five thou- 
sand dollars needed, fifty-two thousand dollar 
package. Practice ‘grossed over thirty-eight 
thousand dollars in 1959, 10% ahead in 1960 
so far. ‘“‘HB”’ Oral Hygiene, Pittsburgh, Pa. 





Rapidly growing Cooperative consisting of 
1,400 families seeks experienced dentist pos- 
sessing superior technical competence and lead- 
ership ability to head ethical professional staff, 
and help develop a prepaid program. Ideal fa- 
cilities, assured income, complete Leyes mo 
freedom. Washington license required. GROUP 
HEALTH DENTAL COOPERATIVE, 115 
15th Ave., No., Seattle 2, Wash. 


FOR SALE: Location and dental practice in 
northern Minnesota town. Office on the ground 
floor in Clinic Building with an M.D., very up- 
to-date town. Large consolidated school and 
five churches, fine modern stores, sewage dis- 
posal plant, beautiful golf course and club 
house, and a live commercial club. Have prac- 
ticed here for thirty-one years and now wish to 
retire. ‘‘HD”’ Oral Hygiene, Pittsburgh, Pa. 








FOR SALE: Well-established Ohio dental prac- 
tice. Modern, fully-equipped, two-chair, five- 
room office in excellent location. Six room liv- 
ing accommodations at rear of office. Zoning 
will permit leasing of dwelling if not required. 
Adequate parking lot included. Population, 
forty thousand and located between Cleveland 
and Toledo in center of vacationland, providing 
the best in boating, fishing and hunting. First- 
rate school system. Vacated by unexpected 
death. Estate will assist in financing. Kelly & 
Disbrow, P.O. Box 926, Sandusky, Ohio. 
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COAT and HAT RACKS 
Smartly styled. qualit 
built of closed-end alumi 
num tubes rigidly held in 
cast aluminum brackets. 
Permanently beautiful in 
“clear” or “gold’ 
finishes. Mount at any 
— t, on any wal y: 

-to-end or in tiers. 
Brackets a a yey 
centers. engths 

even foot up to and includ- 
ing 8 feet. 









Shelf No. 11 





yaa 


Shelf No. 21 









Shelf No. 














, . 























SHELF No. 51 








Compact space saving 
design with four Y-18! 





hangers which mount 





in special Y receptacles 





parallel to wall. 





Write for bulletin DLSOS 





VOGEL-PETERSON CO. 










RT 83 & MADISON ELMHURST. ILLINOIS 


Gum-Aid 


BENZOCAINE 
OINTMENT | 















| ECONOMY PACKAGE 


24 TUBES ada 

SAVES You $3.00 

Only Gum-Aid 
Denture Cream 

offers all five... 













oe 





1, Holds dentures — adhesive effectiveness Gum-Aid prevents 
lasts 24 hours — does not dilute with saliva. ae . “Ses 
return visit “grief 






2. Reduces pain — analgesic action soothes tis- 








- gue soreness, with new or old dentures. Using Gum-Aid, your patients 
quickly forget they’re wearing 
3. Aids healing — relieves post extraction pain; dentures. The % oz. tube is 

helps prevent infection. convenient, economical, sani- 
4. Purifies breath — chlorophyll and pepper- tary; it may be used at the 






chair and then given to your 
: patient to assure his continued 
5. Hastens adjustment — assists in rapid den- comfort and confidence. He’ll 


ture mastery, thus conserving chair time. be pleased also with the fla- 
vor, tissue-pink color, and ease 
of use. 


Order from your Dealer 
24-TUBE ECONOMY PACKAGE, $9.00 
6-TUBE STANDARD PACKAGE, $3.00 


vee st gees: * 
foo A7 See cbratce DENTAL MFG. CO. 


10316 SOUTH THROOP STREET, CHICAGO 43, ILLINOIS 


mint ingredients check denture breath. 





















Serving the Dental Profession Since 1894 Manufacturers of Dura Base 











Although we aim for accuracy in this in- 
dex, last-minute changes often alter page 
numbers and positions. 


American Consolidated Mfg. Co. ..... 118 
American Ferment Co. ............. 26 
I oa a es eae ae ee ora 139 
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Ash, Sons & Co., Claudius ........... 89 
Aspident RES eS Pet ER RY 123 
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Baker, Dental Division ............ 117 
Baldor Electric Co. ee a 
Bentell Porcelain Studios ........... 142 
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Dentists’ eo My ee The. . .Fourth Cover 
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Dewey School of Orthodontia ........ 7 
SEAS OCS Os 1 en eee 138 
Encore Power Division ............ 100 
Ck a eee ee oe 18 
Bantasn Laboratories ............... 86 
Fidelity Federal Savings & Loan 
RS SOE re 106 
Florida Citrus Commission .......... 121 
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Greene Dental Products, Inc. ........ 74 
Hammond Dental Mfg. Co. .......... 86 
I ie ks sn ao 0 ba 132 
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STRUCTO CROWN 


by Bentell 


The Vacuum fired porcelain 
crown with an “inner-built” 


heavy platinum perforated 


shell that absorbs all 
shocks. Excellent for: 
close bites, hard 
bites, clasp ,supports, 
posteriors. 


One of our 10 Crowns 


BENTELL PORCELAIN STUDIOS 
315 South 16th Street, Philadelphia 2, Pa. 





WHO'S WHO AND WHERE 


Interstate Dental Co. 
Ivory, Inc., J. W. .. 
Jelenko & Co., Inc., J. F. : 
Jelinek Dental Alloy ............... 90 
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.. - CHECK THE FEATURES 
OF SHELLEY MODULAR UNITS IN WOODGRAIN 


--- POSITIVE DRAWER LOCKS --- 15 PLY BIRCH CONSTRUCTION 
prevents accidental removal laminated on both sides 


---« TIME & MOTION DRAWER PULLS -—...ALL EDGES LAMINATED 
permit easy opening from any point every visual edge of doors & drawers 


- «+» MAGNETIC CATCHES — ONE . - »- FIVE-TRAY WIDTH DRAWERS 
motion to open or close doors provides 25% more space 


SEND FOR WALL — FLOOR — MOBILE & NEW UNICAB CATALOG 


SHELLEY PROFESSIONAL PRODUCTS, INC., Dept. 0 


305 Glendale Bivd., Los Angeles 26, Calif. 
Send info. on: [[] Modular Cabinets 
[] Mobile Cabinets 
[] Mobile Unicab 


oa a RE Soars ae 


Leader in Advanced Design 





FINISH: ‘ 4 | Finish: VE 
Perma-mold | * aa 6FINISH: 

ints CHROME Var | 
Aluminum, mA Perma-mold Alumi-' 


Silvertone FINISH: Aluminum, Silvertone aa num, Silvertone 


AQUA. THERM CARPU-THERM THERMO SYRINGE 


Warm water supply unit for Anesthetic carpule warmer. @ Neatly styled warm water 
any model air handpiece, con- Maintains a temperature range pe gen all ges nay ready supply 
trol box or dental unit with of 98° to 110° F. by con- | Thermo heater designed with 
, : : thermostat control, tempera- 
recessed air handpiece. trolled conduction. ture range from 90° to 190° 
: >» F. Reservoir assures constant 
=, Aqua-Therm designed with an . Body level temperature anes- i warm water at temp. setting, 
Pjadjustable thermostat control (4 thetics when injected, infuse Me 
© Arapidily, penetrates deep fast 
r. Reduce patient ‘‘sting 


Msually associated with lo 








Acclaimed Best by Test! 


UNION BROACH X-THIN STAINLESS 
SPRING STEEL MATRIX BANDS 


For No. | Retainer—i doz. to pkg. 





Made in Bicuspids or Molars 4 es é 
X-narrow, narrow, medium, wide. — oe 


For No. 8 or No. 9 Retainer—t doz. to pkg. __60c 


Made in Bicuspids or Molars 
X-narrow, narrow, medium, wide. 


For Tofflemire Retainer—i doz. to pkg. _____- 60c 


POSTERIOR SPACE MAINTAINER 
Write for complete list 
Sizes No. | Universal, No. 2, No. 3 


SPECIAL! 1 package FREE with each LABORATORIES 
12 package order! INCORPORATED 


Write For Literature! ° 


UNION BROACH CO., INC. 
80-02 SIst AVENUE, ELMHURST 73, N. Y. P.0. BOX 2626 GRAVOIS STATION ¢ ST. LOUIS 16, MO. 
Custom Made from Your Models and Prescription 











Also, send for our NEW 74 page catalog. 
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His dentures pass the test 
of personal proximity 





Even at close range, his smile is sparkling, charm- 
ing, completely attractive. A simple daily soak in 
Polident removes stains and debris—assures lus- 
trous, natural looking dentures... keeps them fresh 
and odor-free, too. 

Recommend Polident to your denture patients: 
they will appreciate its ease, convenience and 
safety, plus the continued reassurance that goes 
with a really clean denture. 


EASY TO USE 1. Soak 2. Rinse 3. Wear 


SAFE TO USE recommended by more dentists than 
any other denture cleanser. 


POLIDENT. 


for office supply of samples, write— 
BLOCK DRUG COMPANY, INC, 
105 Academy Street, Jersey City 2, N. J. 
*‘Ouality Products for Dental Health” 


ec ad 


: us bon be 





{i 'l ( MLS Si7Tl [ le Oli tour 


This young immediate denture patient is appearing in person 
at the Trubyte Exhibit at major dental meetings throughout 
the country. 


Her smile is often described as “vivacious”... and with good 
reason! Trubyte Bioblend teeth, when seen in the mouth, are 
full of life, and their color appears completely natural because 
Bioblend’s variegated colors are achieved, as in Nature, from 
the inside out. Have you seen what these lively, multiblended 


teeth can do for your denture patients? Ask your Trubyte 
Dealers’ Representative for a demonstration today. 


truBYTE uwtlend 


MULTI-BLENDED VACUUM FIRED PORCELAIN ANTERIORS 
Made in America by The Dentists’ Supply Company of New York + York, Pa. 


ARLE E ES SOI WE 


The world’s largest manufacturer of fine artificial tooth products. 








